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oun OWN MANUFACTURE. 

THE PLACE TO BUY PLUSH CLOAKS ! 


Our Clonk* are all mulr (rum llir beat wearing and mo 
Plushes, elegant uud durable lining*, nrur.1 at) lea, and ol at 
and workman-hip. THE KXTMKME LOH KHICI is /.V tills 
LOU IK ISSI'HK A WOSDKmrVL SILK 

The book also contains a complete descriptive price list of oar c 

SSMS5 ? DRESS SILKS t VELVET 

jr-'l hi. book should be In the hand* of Kvery 1 -mIj. - TVic above llls.imil 

Mo. 313. Pine Quality Neal Plush eight genuine oral olive* 
Cape, high shoulders, good bea*er only* * 1 0 . 00 . 
satin lining, all sixes, only *5.00. No. •*;.*. Very Une Neal Plus 
iMUloKiie r»P term I fiirlfl) ol %%llli full 9»lu»h VrM, * 
i mp**, 93.00 to 9*0.00. Ion*, tluo Miln lining, *-li 

1*0. 101. Soul KMii^h Jurkrl, luring, • nfftii plplitc* clj*»i 

InrhrM long;, good n*i I it llnliitf, ■ bfiul),i|UsittSoii 

Any i kiak iK>t viprvliJIy u> • an i*r rvuirtMU io*) m*«ocj will br ctrtrful 

•"VSiiVSi.** RTTAR A STEVENS A RIMS 7R 


Thl* Is without doubt the 
Hnct garment In Amerha for the 
price, mu.i be seen to be appreci¬ 
ated, IO In*, tong, very elegant and 
durable ninterlnl* and tvorkmnn- 
*hlp hZj 140.00,1 only »J5.oo. 

NUic site In ordriini; stcca run S2 to 4* In bust . 
our Catalans* for llesi tiond*. Laleat Myles, 




LADIES are now in the midst of Fall 
and Winter Dressmaking. 

It’s strange though, how many persist in doing 
the work in a laborious old-fashioned way; 
either from prejudice or lack of knowledge 
as to how it can be done to advantage with 
modern conveniences. Of course, there al¬ 
ways will be people who adhere to old methods. 
Such we do not expect to interest; but those who 
recognize meritorious inventions, and know how tiresome it is to stand 
while dresses are being draped and trimmed, will no 
longer undergo the fatigue and inconvenience when 
both can be saved by the use of Hall’s Bazar Form. 

It is adjustable to fit every member of the family, and when not in use folds up 
like an umbrella to put away. 

Full Form, $6.50: Skirt Form, to which bust can be added, $3.50; 

Skirt Form in case, $3.00. Sen/ to any address on receipt of priet 

Thousands in use: everybody sings their praise. Illustrated circulars on applica¬ 
tion Don’t fail to mention Delineator. 

HALL’S BAZAR FORM CO., 

The Hullerlck Publishing Co. [Limit'd]. * 833 BROADWAY. NEW YORK, 




Know that the}- Save Time, Extend their Trade and Please 

their Customers by keeping 


Where it can be seen by their Patrons. 


m- macmi-tc i;n r rr hi u vii<>n - r v; -. y ' i/g/i 

ui M vi is. within win.-** .nr:j .rc <«• *n-J v Kg' nSttfeSRi J 1 3R 

of all the Latest and Stand :rd !•on-. t<.r Ladies. Miws and H «7 

iron. It contains from so:., i I'-agc* <<i splendidly finished Kn- J&fl, 'j. 

being 

\ * ’ ’ ” 1 heavy, super-ealen- ftoiiu NV 4*L-Mraaaa'Jator aim Car.-??** 

\ \ / / __| ... consist. of mm-.v J-ck.t No. am (copyright)* 

\ Vi' /I tiered paper, and the pri© * c*m>; and rap No. moo icopy. 

Y ' I \ P/\r»,,lnr right). priCO ll» WUI.. 


TERMS FOR THE STANDARD EDITION 


Edition, pays for a Semi-Annual Volumes and 10 Monthly Supplements, 

the Semi-Annual Numbers being issued in March and September re- Price of Subscription, 81.00, 


spectivcly. The Supplements illustrate the New Styles which become 1 “Ja".!’;,?! 'TV£i£»n 

fashionable between the time of the publication of each volume and its 

successor. Price of Single Volume, 50 Cents. 




Having been prepitred in view of muth handling (being especially 
calculated for the salcs-counters of our Agents), the Standard Edition 
is excellently adapted to the needs of Dressmakers and Manufacturers of 
Ladies' and Misses’ Clothing. 



i Char*.. the VCIihn and a Mp ,,lra**« u 
hr M t- mm, part af Ifcr rl.lll...! w.rM- 


III tbc Popular Billtlon tlip publication 1. not fuml*hod on 
hub^-ription. hat la -old at the rare of CS l.Ynt. tier ropy. «*" 
•tick amount *- mod It. »ith Supplements lllu-trattu* «• 
Pattern. l-.urd up to the time of forwarding, free to «»tt 
part of the H Hitet trorhl. 



WE ALSO MAKE THE FOLLOWIXQ 

PREMIUM OFFERS, 

PX0EA THE TERMS or WHICH THE PUBLICATION, IS THE POPULAR EDITION, CAN BN 
OBT.ilSEP. WITH THE LATEST SUPPLEMENTS. FREE OF EXTRA EXPENSE. 

TO any ooe -rodin* u. 81X0 fnr a Sut-cription to the DELINEATOR, with 10 eenU wWj- 
ttonal to prepay transportation rbli|M, "• will forward a Copy of U>e MKTBOPOLtTA* 
CA T.l LUO UK. Popular Edition. 

TO any mail ru^.mwr purchasing at our SaieaCountere, or one time, Patterns to the value of 
W f*n» or note, a. will present a copy of the Publicatior. 

OH, to any mail canotaee sending ua by mail, ot one time, 81.00 or more for pattern., ** wUI * 
ou receipt thereof, mend a copy. prepaid, free of charge. 

OH, to any mail easterner seeding nr by mall, ml one time, 50 cents for Pattern.. with 10 

Additional to prepay, Transportation Charges on the Hook, we will for**™ 011 
receipt thereof, a copy of the Catalogue. 



THE BUTTERICK PUBLISHING CO. [Limited], 

7. 9 and 11 West Thirteenth Street , Veu> York, 



THE DELINEATOR 


METROPOLITAN FASHIONS, 

A Magnificent Colored Plate Illustrating the Latest Styles 


THE QUARTERLY REPORT is issued in March, May, September and November. Each num¬ 
ber includes a handsome Chromo-Lithographic Plate, illustrating Pashkxu for Ladies and Children, and 
a Magadan containing a Description of Urn Plate, articles upon Millinery and other Modes, items of 
interest to Ladles, etc. 


Tho Plate is 24x30 inches in 
size, and is of exceptional value to 
Dressmakers, Mill nor* and Manu¬ 
facturers of Ladies’ Clothing. It is 
handsomely printed in Fine colors 
Upon richly lininhed Plato Paper, 
and is in itself a work of art with¬ 
out a superior in Chrome* Litho¬ 
graphy. 


INVARIABLY PAYABLE IN ADVANCE. 


Our Yrttr'a SubirripHon for 
'hr Quo rlrrl,, Hr,tort, 
•IrKcrlhcil nhoir .i 


Muylr Co,,ir» of 'hr t/«'< 
Irrltf ICr/tor', roiujiriri 


Slnulr CouUh of'hr Qua rlrrl u 

K or', u-llh 'hr Month',, 
nrnlor of correspond- 
in,, taaur, .. 


To any one winding us $2.00 for 
a Subscription to the Delineato* 
and Qi’AUTKittY Hrj'Oitr, wilh 10 
cents additional to prepay transpor¬ 
tation charges, wo will also forward 
a copy of the Metkowilitak Cata- 
UHU'E of the current issue until the 
same shall bo exhausted. If tho 
currant editlou is exhausted at tho 
time we receive Uie Subscription, 
wc will send a copy of tho succeed¬ 
ing numlier imm«liatnly upon it* 
publication. See advertisement of 
tii© Dkijneatok and Mktwomtan 
Cataumuk elsewhere in this issue. 

Tuk QCAKTHU.Y Kki*okt, when 
sent by mail from our New York 
Ofllco to any part of tho United 
States, Canada or Mexico, is post- 
paid by us. WLen tho publication 
Is ordered sent on subscription to 
nny other country, 16 cent* for 
extra postage must oocompuny the 
subscription price. 

Subscriptions will not be receive^ 
for a shorter term than One Year, 
and are always parable in advance. 

In making Remittance*, if possi¬ 
ble. send by Draft, Check. Express 
Money-Order or i’ao-Offieo Money- 
Order. Do not risk a Postal-Note 
or Money in a letter without regis¬ 
tering it 

We have no Club Rates, and no 
Commissions are allowed to any one 
on Subscriptions sent us. 
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Issued Semi-Annually on th 


1st ot February and Aligns 


FiorHf So. 47SL. -Lmi.« tiiaiV Toii.»tt« 
Till* comUU of Little (Jlfl*- Coat So . V 
(copyright), price. DDmoU ; and Cap NV T 
(copyright), price, 10 cent*. 


WITH A BOOK CONTAINING DESCRIPTIONS OF AIL THE 

latest Styles ot duireitile Clothing 


Establishment. If you are a dressmaker, and have frequent or 
occasional calls for styles fortnisses or little folks, this rqxrn meets your 
needs fora handsome Plate of Garments developed in suitable colors 
and combinations of shades. Illustrating, as it does, a nice assortment 
of Boys' as well Girls' Styles in each issue, it is also of much service to 
the practical tailor, in these days when modes for boys are given equal 
attention with those for their elders. To children's outfitters and 
clothiers generally the publication is invaluable, inasmuch as it gives 
them an intelligent idea of the newest styles in young people's clothing. 

sufficiently far in advance of their time of sale each season to give the manufacturer opportunity to make up ,IIS 
goods beforehand, with full confidence that his productions will be acceptable to the buying public. To the Home 
Dressmaker, with a family of boys and girls to provide for, this Plate is an assistant as handy for consultation as a 
thimble is for use. 

Single Copies of the Juvenile Report, - 30 cts. | One Year’s Subscription for the Juvenile Report, 50 cts. 

I *S' VARIABLY PAYABLE IN ADVANCE. 

Plates forwarded by mail from our New York Office, are post-paid, tail charges for postage or carriage on them, when forwarded by Express 
or Foreign-Mail Service, are not prepaid. 

In making Remittances, if possible, send by Draft. Express Money-Order or Post-Office Order. Do not nek a Postal-Note or Money in a 
letter without registering it address: c. LI V 


No. 4BB 1 ..— Tea GowK.-ThU I 
Pattern No. T.l“ (copyrijrhtl, price. »i rente 
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FlOtMUt No. 429 L. 


FIGURE No. 426 L 
Ladies' Toilette. 


Ladies' Costume. 


LADIES' PRINCESS DRESSES 


(For the Numbers. Prices, etc- of these Patterns and the Descriptions of the Styles, see Pages 238 and 239.) 
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Figure No. 430 L. 


LADIES' COSTUMES. 


(For the Numbers, Prices, etc., of these Patterns and the Descriptions ol the Styles, see Pages 239 and 240.) 










FlUl-RE No. I 


FlOCKI No. 3. 



Figure So. 437 1* 


LADIES' AUTUMN STYLES. 

(For the Numbers, Prices, etc., of these Patterns and the Descriptions of the Styles, see Pajfes 241. 2*2 and 243.) 
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OL. XXXVI. 


OCTOBER. 1890. 


f(eii|hi l k^ oi) Current 


The many dr May women who refuse to wear an outer wrap until 
compelled to do so by the near approach of Winter will now find a 
goodly variety of top garments from which to choose, the accepted 
style* ranging from the short jacket, with it* air of jaunty elegance, 
to the flowing long cloak, the ample folds of which suggest comfort¬ 
able protection. 

Plain and wide-wnie cloths and rough-surfaced cloakings showing 
oriental colorings and broken and decided plaids and stripes are the 
preferred fabrics for long coats, and combinations are favored. 
When heavy, rough cloaking materials arc employed, garnitures 
should be dispensed with if a really tasteful garment is desired. 

One of the dressiest of the new long cloaks has a pointed yoke 
and n Medici collar and unites the features of both the cloak and 
circular in its construction. A very late development of the mode 
combines black velvet with either light or dark wide-wale cloth. 

Plush and velvet are equally favored for the short wraps having 
a Medici collar and n raised effect upon the shoulders. 

Although the high standing collar will never entirely lose it* 
vogue, it is by no means the exclusive fashion it once was. Every 
variety of collar is now seen on both street and house garments; and 
the more unique and striking the shape the more stylish is it con¬ 
sidered and the more readily adopted—sometimes, with small regard 
for good taste or becomingness. 

Sleeves also play an important part in the season's modes, and in 
many instances they will differ entirely in color and material from 
the remainder of the garment 

It is among the possibilities that trained hou«e gowns will soon be 
almost universally worn to tho exclusion of the shorter styles. 
Trained skirts are not perhaps, as comfortable as those of walking 
length, but they arc certainly more graceful and arc becoming alike 
to short and tall flgures. • 

Trains for ceremonious wear are made of rich brocades and silks, 
while the remainder of the gown is of plain silk; and jet Persian 
and crochet passementeries, laces and feather trimmings are the pre¬ 
ferred garnitures. 

Shell quillings and ruchings of pinked silk or of satin-edged rib¬ 
bons are stylishly used to frame the full-length vests of wrappers 
and tea-gowns. 

The vogue of the shirt-waist has been extended, and this jaunty 
garment is now made up for Autumn use* in Surah, faille, Bengaline 
and soft wool goods, with a dainty and appropriate decoration of 
machine-stitching done in silk of a contracting color. 


The fashionable shirt-waist will almost invariably contrast effect¬ 
ively with its accompanying skirt. 

A new basque design that resemble* in outline both the jacket 
and basque is certain to be received with favor on account of its 
good style and l>eauty. It has plaited surplice-front* that flare to 
disclose the under-front* in chemisette outline between jacket fronts, 
and a aeries of tabs are formed below the waist-line at the back. 

A basquo of this kind may be made up in mode or gray cloth 
without the surplice front*, and effectively worn with a shirt-waist of 
cardinal or fancy atnped Surah, which will thus be pleasingly re¬ 
vealed between the flaring jacket-fronts. The basque collar may 
nlao be omitted if (a* will often bo the case) tho wearer prefers the 
rolling collar of the shirt -waist. The skirt should match the basquo 
when the waint is worn. 

Skirts of plain or figured wool goods are a* frequently bordered 
with velvet bands or with ribbon in different widths as if this style 
of garniture were entirely new. Any woman who is not below tho 
medium height will find trimming of this kind becoming. 

A skirt showing such a l*ord«*r decoration at the bottom of it* 
gores or of it* long, plain front-drapery may be suitably worn with 
a new polonaise that extends only to basque depth in front and has 
a quaint, full cape falling from tbc shoulders in regulation stylo. 
Toilettes of this kind will be largely fnvored for promenade wear 
and will be stylishly developed in striped or plaided wool goods, silk, 
serge, camel's-hair and Amazon cloth. If plain velvet be selected, 
trimming may be dispensed with. The addition of a chamois vest 
will render the toilette appropriate for quite cool weather. 

The severity of the coat basque has been slightly relaxed by tho 
omission of the collar in faror of a round neck completion, hut in 
other respect* it* outlines nre unchanged. If the round neck is unbe¬ 
coming or otherwise objectionable, narrow frills of white or dainty- 
hued moutstfine de *oie may be basted inside ihe basque at the throat, 
and the wrist* may be similarly completed. 

A stock of black silk or grosgrain ribbon closed invisibly at tho 
ride or the back may be worn at the neck of a collarless basque or 
bodice. 

A dainty trimming for a plain basque is a narrow side-plaiting of 
silk sewed along the lower edge, the silk either matching or con¬ 
trasting harmoniously with the material. Occasionally the plaiting 
is also arranged to fall flatly from the neck edge and is cascaded 
over the closing at the center; and if the sleeves are not too 
elaborate, plaiting is turned back from the wrist edges. 


toUrtJ aceoriUg to Ad qf Omgnm, i* tk* yotr 1800. Ay 1*4 Bvtttriet PuUuAIaq Co [UmUmf]. 4* Ou Qfic* Ou Librarian Conffrrtt. at WathingVm. 




THE DELINEATOR 


this Delineator. The skirt pattern, which is No. 3357 and costs 
Is. 6 d. or 35 cents, is in nine sizes for ladies from twenty to thirty, 
six inches, waist measure, and is differently pictured on its accom¬ 
panying label The toilette, whioh is illustrated and fully described 


Figure No. 436 L.—LADIES' TOILETTE. 

(For Itloftraiion M Page 233 > 

Figure No. 426 L.—This consists of a Ladies' poloca 


Figures Nor. 438 L astd 439 L.— Ladies’ Greek Tea-Go its.—T hese two figure* illustrate the 

(copyright), price 2 s. or 50 cents. 

(For Description » Pagr 243.) 


.UK BK .rv. me po.ona.9f pattern, wh.ch is No. 3516 and cost* Is. at figure No. 444 L. 
6 d. or 35 cents, is in thirteen sizes for ladies from twenty-eight to golden-brown lady' 
forty-six inches, bu«t measure, and is again shown on page 256 of oxidized slide of un 
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FASHIONS FOR OCTOBER, 1890. 



Figures Not 427 L and 428 L.—LADIES’ PRINCESS DRESSES. 

(For IIIriRi*)ions see 2*J.) 

Fioures Nos. 427 L AND 428 L.—These two figures illustrate the 
tame pattern— Ladies' Princess dress No. 3507, which co,ts 1* 8d. 
or 40 cenu The pattern is in thirteen sizes for ladies from twenty- 
eight to forty-six 
inches, bust measure, 
and is shown again 
on page 254 of this 
Dcunkatgr, 

Figure No. 427 L 
represents the dress 
developed for cere¬ 
monious wear in rich 
black silk, with Kur- 
sheedt’s Standard Ve¬ 
lasques lace for deco¬ 
ration. The drew is 
superbly adjusted by 
double bust und single 
under-arm darts, side- 
back gores and a well 
curved center seam, 
and extra fulness al¬ 
lowed below the 
waist-line of the mid¬ 
dle three seams of the 
back is undorfolded 
in broad plaits that 
flare downward to 
form the artistic fold* 
of the demi-train, the 


arrange- 
the plaits 


handsome 
mont of 

being preserved by 
tacking* underneath. 
Each aide aoam is 
concealed beneath a 
wet ion of Velasquez 
lace, and the stand¬ 
ing collar is overlaid 
with similar lace, tho 
points of which turn 
downward from the 
neck. The fanciful 
sleeves are close-fit¬ 
ting below the elbow, 
above which they arc 
arranged in plait** that 
flare diagonally up¬ 
ward from the bark 
edge and disappear 
in stylish fulness 
above tho shoulders. 


The graceful lines of the dress are brought out to tlie best advan¬ 
tage in goods of firm silken texture, such as velvet, Bengaline, 
Surah, pmu dr aoie, Otto nan and satin, although handsome wool¬ 
len?, like cloth. Henrietta clotli, serge, camel's-hair, etc., will also 
make up attractively. When the dress is cut iu walking length any 
seasonable material may be used for it, and Vandyke or crochetted 

lace, silk or cord pas¬ 
sementerie, ribbon, 
fancy gimp, etc., may 
form the decoration. 


Figure No. 440 L— Ladies’ Wrapper.—T his illustrate* Patten. No. 3622 
(copyright), price It 8<L or 40 
<For Description etc P»*e 844.> 


Figure No. 421* L— 

LADIES’ COSTUME. 

<r'»r I llu-.ration ace 
Page 888.) 

Figure No. 429 L. 
—This illustrates a 
Ladies’ costume. Tho 

E ru, which is No. 

and com* Is. 8d. 
or 40 cents, is in 
thirteeu sizes for la¬ 
dies from twenty- 
eight to forty-six 
inches, bust, measure, 
and is differently pic¬ 
tured and lully de¬ 
scribed at figure No. 
441L It is here seen 
developed in a com¬ 
bination of light-col¬ 
ored suit goods and 
silk, and ribbon ro¬ 
settes trim it prettily. 


Figure No. 430 L— 
LADIES' COSTUME. 

(For IlluHmllon wo 

Pair *m.> 

Figure No. 430 L. 
—This illustrates a 
Ladies’ costume. The 


patte 

3523 


tern, which is No. 


At figure No. 428 I. 
the dross is shown 
made up in walking 
length for a breakfast 
or luncheon gown, 
the material being 
striped wool goods, 
with Kursheedt’s 
Standard satin-edged 
ribbon for garniture. 

It is cut perfectly 
oven around the 
bottom, the pattern 
providing for this 
arrangement, which 
is effected with very 
little trou >>le; and 
tho plaits at the back 
flare gracefully with 
fan effect to the edge. 

A knife-plaiting of 
satin-edged ribbon is 
applied for a foot 
trimming, similar 

plaiting is arranged in boldro style around the arms’-eye*. and p’ait- ping plaits fall with panel effect to the edge. At the right 
mgs contribute a dainty neck and wrist finish. Plain sections of sim- an Escurial embroidered band decorates the skirt, and a becora- 

ilar ribbon are brought forward from the arra’s-eye edge*, crossed ine fulness is provided at the back by gathers arranged back of the 

below the bust and again at the back and carried toward the frool, plaits. The back-drapery falls at the center in natural folds from 

where they are arranged in a handsome bow at the end of the dosiug. gathers at the lop, and at each side a bournous loop throws the ful- 


aud cost* Is. 8iL 
or 40 cents, i* iu thir¬ 
teen sizes for Indie* 
from twenty-eight to 
forty-six inches, bust 
measure, and is differ¬ 
ently portrn) sd on 
page 250 of this De¬ 
lineator. 

Novelty suiting and 
plain silk and velvet 
are here united in the 
costume, and velvet 
ribbon and Kur- 
sheedt'a Standard Es- 
curial embroidered 
bands supply the gar¬ 
nitures. Over the 
gores of the founda¬ 
tion skirt, which is 
fashioned in the ap¬ 
proved four-gored 
style and may he 
worn with or with¬ 
out a small bustle, is 
disposed a graceful 
front-drapery that is 
adjusted smoothly at 
the center hy means 
of shallow plait* at the 
belt, while back of the 
plait* at each side 
three deep, overli 


rlap- 

siae 


- 
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THE DELINEATOR. 


ness Mow into a succession of jabot-folds. The back-drapery is 
joined to the fanciful basque, the full back of which is arranged 
upon its smooth lining in plaits at the top, while the fulness at the 
waist-line is prettily coufiued by a group of ahirrioga. The low- 
nccked smooth front, 
which is bordered 
with an Escurial band 
matching that on the 
skirt, is arranged over 
the left side of the 
closely fitting front of 
lining, and isoverlap- 

[ ed in regulation style 
y a surplice which 
crosses the bust in 
soft, pretty folds pro¬ 
duced by gathers at 
the urrriVeye and 
lower edges. Above 
these portions the 
vest sections are ar¬ 
ranged in plaits that 
llare upward from the 
lower edge; and the 
slightly pointed low. r 
outline of the basque 
is concealed beneath 
sections of velvet rib¬ 
bon that are tacked 
at each side of tho 
shirring ut the back 
and tied in a hand¬ 
some bow of long 
loops and ends in 
front. The full, puff 
sleeves curve fashion¬ 
ably above the shoul¬ 
ders; their coat-shap¬ 
ed linings, which in 
the pattern are ex- 
to deep cuff 
. th and finished 
with cuff facings, arc 
hero shortened, and 
each sleeve is trim¬ 
med with a band and 
rosette of velvet rib¬ 
bon, below which np- 

C irs an Escurial 
ml. The collar is 
in two sections that 
meet at the hack and 
flare in V shape, while 
towur.l the front they 
roll becomingly some¬ 
what after the Medici 
stylo. 

All kinds of sea¬ 
sonable dress goods 
of soft silken or wool¬ 
len texture will devel¬ 
op attractively in this 
way, and combina¬ 
tions of t wo or more 
fabrics will be especi¬ 
ally stylish. Gimp, 
cord, braid parscmeii- 
torie, nppliqud, em¬ 
broidery or hands or 
braiding done in me¬ 
tallic braids will form 
an effective garniture, 
or simple decorations 
of velvet or satin- 
edged ribbon may be 
arranged. The sleeve 
linings may be cut off 
a short wav Mow 
the elbow, if desired, 
and a band of velvet 
or silk ribbon may 
finish the edge styl¬ 
ish! 


Figure No. 431 L—LADIES' COSTUMK. 
i Pur lUu-tnUoo sec Pag? 2St.. 

Figure No. 431 L. — This illustrates a Ladies'costume. 

tern. 


Figure No. 4411—Ladies' Costume,—T his illustrates Pattern No. 3485 
(copyright), jirke Is. 8<L or 40 cents. 

(For Description m Page 244.) 


The pat- 

tv hich is No. 
3526 and costs Is. 
8d. or 40 cents, is in 
thirteen sizes for la¬ 
dies from twenty- 
eight to forty-six 
inches, bust measure, 
and may be seen in 
two views on page 
249 of this magazine. 

The costume is here 
pictured developed in 
mode and dark-blue 
cloth and dark-blue 
velvet, with Kur- 
aheedl's Standard 
cord - passementerie 
and lace edging for 
decoration. The foun¬ 
dation skirt, which is 
in the popular four- 
gored style, is con¬ 
cealed at the left 
side beneath a dra P- 
erv which is arranged 
at the ton »» sma H 
plaits that ttr«* well 
pressed in tb«r fol, >« 
for a short distance, 
the fulness below fall¬ 
ing in deep p> nlt f »o 

the lower edge, where 

two rows of law 
ing form a . stylish 
foot-trimming- 

Over the smooth 
fronts of the over¬ 
dress, wbi=b extend 
to basque depth and 
are adjusted by the 
customary double 
bust darts, is arranged 

nfanciful.low-nockod 

front. This front is 
widened to '“P »n 
double-breasted 
ami forward-turning 
plaits laid in iU> "Ppor 
and lower cdtf* «t 
each side of ‘J lC c er>- 
ter flare into becom. 
ing fulness o'er th 0 

bust. The lower edge, 

of the fallal f'oot 
und of 'he nght 
smooth front beneath 
arc joined to the top 
of the froiit-dri'Pcry, 
which f«ll« with 
graceful Mo'* 8 pro¬ 
duced by shallow- 
plaits at the belt; 
and back of those 
plans a deep, well 
pressed plait present* 
the effect of a panel. 
The edges of t he fan¬ 
ciful front and drap¬ 


ery are 


trimmed with 


cord passementerie, 
and the pointed gir¬ 
dle, which conceals 
the joining and is 
fastened with hooks 
aud loops at the left 
side, is trimmed with 

simile passemente¬ 
rie. The superb ad- 


and 


,i y justment jf completed 
The fancy turban is faced with velvet and trimmed with velvet by wide side-back gores that extend in panels u> the edge of the 
,d a bird. skirt, and backs that reach to basque depth. The bac* edges of the 


V 




r 
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panels are overlapped by the edges of the back-drapery, which fall* in the back, which i> joined to a shallow, square yoke. The fulness 
at the center with fan effect to the edge. Overlapping the top of of the garment is nicely conformed to the figure by a broad belt encir- 
the plaits at each side are a bournous fold and back ward-turning cling the waist. The" full sleeves are finished in shirt-sleeve style 

e ts which throw the fulness below into a series of gtyfrh jabot- with square cuff* that close at the back of the arm with buttons and 
& Theback-drap- button-holes; and a 

ery is joined to the rolling collar mounted 

lower edge of the ) on a * 8 al l ^ e 

back, and straps tack* neck, 

ed to the panels be- a The shirt, which is 

neath the drapery se- sometimes called a 

cure the over-dress blouse, may be suit- 

against possible dis- ft* ably developed in 

arrangement. The full Surah, wash silk, Ox- 

sleeves curve well & 71 ford cloth, Madras 

oyer the shoulders, ^ clQth, percale and 

and below the elbow, \ ^ various other fabrics 

where the outside "" i 6 > m 'la r texture; 

seams terminate in ■C' J and a plain finish is 

dart style, they are i o-ually adopted, 

stylishly close-fitting; _ l Jh The broad-brimmed 

a section of cord pas- A f :hat * 8 P r, *ttily trim- 

sementerio ornaments aid with loops of 

each Inside •earn. The IHfe lF*V ribbon and wings. 


Nob pCfll 

jfll 

See 

Smitr This ill!*- L F 

■ HHi 

The 

Is. i/i i* ■ll^^ MV 

thirteen Ab 

from 

eight n> forty-six 
itches. 

and is shown in two 
vi.>ws on page 263 of - 

this DELINEATOR. ' " 1 

The shirt is here Figcre No. 442 L.—Ladies’ Toiurr 

pictured made of fig- (copyright), price Is. 3d. 

ured silk. The fronts (copyright), p 

are becomingly full, (Fo»i>«ci 

the fulness being 

slightly confined by gathers at the top at each side of the dost 
A box-plait is arranged over the closing, ar.d a similar plait is mt 


f 
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The felt hat ia trimmed with soft folds and Psyche wings of velvet. 

friGL’RK No. 434 L.— Ladies’ Shirt-Waist and Girdle.—T his in ten sires for 
consists of a Ladies' 
shirt-waist and girdle. 

The jihirt-waist pat¬ 
tern. which is No. 

3486 and costs l?.3d. 
or 30 cents, is in thir¬ 
teen sires for ladies 
from twenty-eight to 
forty-six inches, bust 
measure, and may be 
seen in two views on 
page ’264 of this De¬ 
lineator. The girdle 

S Mem, which is No. 

10 and costs lOd. 
or 20 cents, is in nine 
sires for ladies from 
twenty to thirty-six 
Inches, waist measure, 
and is shown again 
on page 264. 

hi cured India silk 
was here used for the 
waist, which is worn 
beneath the skirt. 


Three tuck* are made 
in each front just 
back of the closing, 
which is performed 
with Muds through a 
small box-phut. The 
back is scantily gath¬ 
ered and joined to a 
shallow, square yoke, 
and the fulness at the 
waist-lino is becom¬ 
ingly drawn to the 
figure by a tape in¬ 
serted in a casing. 

The shirt sleeves arc 
finished with square 
culls; and at the neck 
is a turn-over collar 
mounted on a band, 
ullhough a standing 
collar reversed at the 
ends in Piccadilly 
fashion tnay be worn, 
if preferred, both 
styles being provided 
by the pattern. 

The girdle is made 
of velvet. Jtisrom- 

B 1 of front and 
sections and two 
side-gores at each 
side, and the seams, 
which are curved to 
adjust the girdle per¬ 
fectly to the figure, 
are well boned. The 
pointed ends of the 
girdle are also boned 
and closed with silk 
laces drawn through 
eyelets. 

Surah, wash silk, 

India or China silk, 
pongee, ciAhmere. 
serge, Oxford cloth, 
etc., may be used for 
the waist, which may 
be worn outside the 
skirt and belted with 
a silk or leather belt, if 
desired. The girdle 
maybeofvelvetorsilk, 
or of material match • 
ing that in the skirt 
w ith which it is worn. 

The hat is trimmed at the front with ribbon, and gold braid orna- eight to forty-six inches, bust measure, and 
ments the brim. news on p, g ' 261 of this publication. 


Figcbe No. 435 L.— Ladies' Cape.—T his illustrates a Ladies' 
cape. The pattern, which is No. 3496 and costs lOd. or 20 cent#, is 
ladies from twenty-eight to forty-six inches, bust 

measure, and is pic¬ 
tured in different ma¬ 
terial on page 260 of 
this Delineator. 

This stylish gar¬ 
ment, which is also 
known as the English 
cape, i9 here shown 
made of Ian lady’s- 
cloth and golden- 
brown velvet, and 
and a fancy 
;k!o comprise the 
decorations. The capo 
is shaped without 
darts or seams to fit 
smoothly over the 
shoulders, below 
which at tho back it 
fulls with graceful 
fulness lo tho edge, 
which is eut in deep 
points and finished 
with pinking. The 
left side presents R 
slightly rounding 
lower outline result¬ 
ing from a plait ar¬ 
ranged at the edge. 
The right side over¬ 
laps the left and is 
disposed in u series 
of soft, pretty folds 

S several plaits in 
e edge, the pluits 
being caught beneath 
a fancy buckle on tho 
left shoulder, Tho 
velvet collar is shajS-d 
somewhat in Medici 
style to Haro becom¬ 
ingly at the front. 

Cloth, homespun, 
cheviot, tweM, eam- 
el's-hnir, serge and, 
in fact, all seasonable 
dress materials or 
cloakings will make 
up handsomely in the 
cajie, which will form 
a dressy adjunct to 
an Autumn toilette. 
The edges may be 
scolloped, pinked or 
fuced, or they may 
be eut very even and 
left entirely unfinish¬ 
ed. The collar will 
most frequently be 
of some contrasting 
mate rial, velvet, plush 
or Astrakhan cloth 
being generally se¬ 
lected. 

The large felt hat 
is prettily faced with 
velvet and trimmed 
at the front with a 
bunch of ostrich tips. 


Figure No. 443 L—Ladies’ Toilette.—T his consists of Ladies 1 Cloak No. 3506 (copyright), 
pnee Is. 8d. or 40 cents; Basque No. 3504 (copyright), price la. 3d. or 30 cents; 
and Skirt No 3505 (copyright), price Is. 6d. or 35 cents. 

(For Description §e« Fa ** 


FiouresNos. 436 L 
AND 437 L.— Ladies' 
Cavil— These two 
figures illustrate the 
same pattern — La¬ 
dies’ cape No. 3514. 
The pattern, which 
costa lOd. or 20 cent*, 
is in ten sixes for la¬ 
dies from twenty- 
may be seen in two 
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The material pictured at figure No. 436 L where a back view of .measure, and is differently illustrated on page 253 of this Delineator. 
t!>6 capa is given, is fine broi 1 -' * 1 "" rttf ' ’ * W ' 


At figure No. 437 L, 
which illustrates a 
front view of tho 
capo developed in soft 
tartan plaid wool 
goods, with velvet for 
tin- collar, the cap© 
section is seen nar¬ 
rowed and gathered 
to tho yoke instead 
of being plaited, n a 
portrayed *n the hack 
view at figure No. 
430 L, both methods 
of arranging the capo 
being provided for by 
the pattern. 

The hat is becorn- 

a y trimmed with 
and plumage and 
has a velvet brim¬ 
racing. 

Dross goods and 
light-weight cloak¬ 
ings of all kinds aro 
used for capes of this 
kind. Various gar¬ 
nitures, such as braid¬ 
ing done with metal¬ 
lic or soutache braid, 
embroidery, appliqud 
trimmings, etc., may 
be applied upon tho 
yoke, or a plain fin¬ 
ish may be adopted. 
The yoke and collar 
will generally ho 
made of velvet, al¬ 
though one material 
may be used through¬ 
out, with good effect. 


. iouKKs Nos. 438 L 
.ND 439 L.—LADIES’ 
GREEK TEA- 
GOWN. 

(For niuatrttiomi see 


capo is given, is fine t.ack broadcloth. 

yoke-portions that are joined in seam' on the shoulders. The cape train” developed m 
cec’ion, which ex¬ 
tends below the 
waist-line, is accord¬ 
ion-plaited and joined 
to the yoke. If tho 
accordion-plaiting bo 
not admired, the capo 
section may be nar¬ 
rowed suitably anj 
gathered at the top 
to fall in graceful 
folds, as shown in tho 
front view at figure 
No. 437 L. At the 
neck is a Medici col¬ 
lar which flares and 
rolls in characteristic 
fashion. 

The stylish toque 
is made of lace and 
ribbon and is trimmed 
with an aigrette. Vel¬ 
vet strings are tied 
beneath the chin. 


The cape has square Figure No. 438 L represent* a back view of the gown with demi- 

plain cream-white cashmere and olive-green 

velvet, and olive- 
green silk cord-pas¬ 
sementerie supplies 
the handsome decor¬ 
ation. 


Fkjorks Nos. 438 L 
AND 439 L.—These 
two figures illustrate 
the same pattern— 
a Ladies' Greek tea- 

ton. The pattern, which is No. 3517 and costs 2s. or 50 cents, is in 
in sixes for ladies from twenty-eight to forty-six inches, bust 


Figure No. 444 L.—Ladies' Toilette.—T his consists of Ladies' Polonaise No. 3516 
(copyright), price Is. 6d. or 35 cents: and Skirt No. 3357 
(copyrightX price Is. 6d. or 35 cents. 

(For Dncnpboo w* *46.) 


At figure No. 439 L 
figured cashmere and 


ngui 

plait 


iu silk are associ¬ 
ated, anti laco and a 
Greek - key design 
done with black vel¬ 
vet ribbon outlined 
with gold cord con¬ 
tribute an attractive 
garniture. At tho 
back the garment is 
superbly adjusted to 
the figure by dart- 
fitted gores and a 
oeuter scant, and ex¬ 
tra fulness allowed 
below tho waist-line 
of the middle throe 
seams is gathered and 
tacked underneath, 
the fulness falling bo- 
low into the long, 
graceful folds of tho 
tram. On the left side 
of the front, which is 
perfectly close-fitting 
and overlapped wide¬ 
ly by the side-book 
gores, is a full front 
extending to tho 
waist-line. This front 
is disposed in diago¬ 
nal folds by means of 
gathers at the shoul¬ 
der edge and nt tho 
front edge below tho 
bust, where it is 
crossed in surplice 
style by the full right- 
front, which is ar¬ 
ranged over the bust 
in soft folds and 
extended in a tablier 
that fails squarely to 
the edge, revealing 
the front beneath in 
a narrow V-panel at 
each side. Three up¬ 
turning plaits in tho 
back edge of the right 
front throw tho ful¬ 
ness below into the 
characteristic folds 
and wrinkles of tho 
Greek drapery. A 
wide Greek-key de¬ 
sign done in black 
velvet ribbon and 
gold cord ornaments 
the lower edge of tho 
tablier, and the skirt 
disclosed at each side 
is trimmed with over¬ 
lapping frills of dain¬ 
ty lace. The Medici 
collar of the pattern 
is here omitted in 
favor of a frill of lace, 
which extends in 
pretty jabot - folds 
along the full fronts, 
the plain fronts be¬ 
ing cut out in V 
shape. The fanciful 
very full; they rise fashionably above tho shoulders 
puff fashion over cuff facings that are trimmed with 
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a narrow Greek design, frills of lace falling daintily over the hands, shoulders and are rolled back at the wrists and faced with China 
All sorts of soft silks and woollens, such as India or China silk, silk; and a high standing collar provides a suitable finish for the 
Sural., foulard, Bengaline, cashmere, merino, etc^ will make a neck. 

chartniug house toilette, and an especially effective gown may be Bengaline, foulard, cashmere, Henrietta cloth, merino and various 
developed in such other materials of 

softly draping fabrics silken or woollen 

as ertue dr Chine. texture will develop 

handsomely in a 
wrapper of this kind, 

• . and plain or figured 

India silk, erdpon, 
cripr dt Chine, etc., 
may be employed for 
the vest Lace, pas¬ 
sementerie, ruebings, 
fancy gimp, braiding 
or embroidery may 
provide the decora¬ 
tion, 01 a less elabo¬ 
rate finish may be 
adopted. 


Pioniu: No. 441 L.— 

LADIKB' COST IT MK 

(For !iiuMr*ii»ii sea 
l‘»tSe VMO.J 

FiotntK No. 441 L. 
—This illusirnteH a 
Ladies’ costume. The 

K I tern, which is No. 

85 and cost* Is. 8d. 
or 40 cents, is in thir¬ 
teen sires for Indies 
from twenty-eight lo 
forty-six inches, bust 
measure, and is dif¬ 
ferently illustrated on 
page 252 of this Dk- 
LINKATOK. 

Tan-colored cloth 
was here selected for 
the costume, and 
Kurshcodt'g Stand- 
aid braiding provides 
the decoration. The 
ample drapery falls 
with slight Vu Incas 
over the ordinary 
four-gored founda¬ 
tion skirt it the front, 
where it is orna¬ 
mented with an elab¬ 
orate design done in 
dark-brown braid. At 
the sides are ari nnged 
deep, backward-turn¬ 
ing plaits that are 
well pressed in their 
folds to fall with pan¬ 
el effect; and at the 
back deep, overlap¬ 
ping plait.- flare in 
fan shape to the edge, 
a small bustle being 
worn or omitted, as 
preferred. 

The fanciful basque 
has closely fitted 
fronts of lining, ovor 
which are disposed 
full vest-sections that 
-rv disclosed bet ween • 
the outside fronts, the 
fulness of which is 
arranged below the 

front edges fall free Flora No. 445 L— Ladies’ Costome.— This illustrates Pattern No. 3534 "? P]“|? 

of the front beneath. (copyright), price Is. 8d. or 40 rent* J* Wnl 

The back is smooth ward from beneath 

and well curved to (F« D«ertptton .« Pv -«• * the deep, pointed 

the figure, and extra • girdle. The girdle is 

fulness allowed below the waist-line of the middle three seams is overlaid with a braiding design matching that on the drapery, and 
underfolded in plaits that flare into the graceful folds of the detni- the back of the basque is rendered fanciful by a gathered center-por- 
train. The half-flowing sleeves rise stylishly high acro-s the lion, the fulness of which is becomingly conformed to the figure at 
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the waist-Kno by nine overlapping plaits at each side of the center, effectively united in the toilette, and pointed straps < 
the plaits being tacked at intervals. The sleeves are fashionably and an oxidized buckle comprise the garnitures. T 
full at the top, while below the elbows they are comfortably dose- ioncd in the ordinary four-gored style and is overin: 
fitting. They are trimmed at the tops and wrists with braiding, as is by a drapery that is softly wrinkled at the top and f 
also the high stand- 
in (^collar at the neck. 

galine, camel's-hair, 

etta cloth and all nia- 

teriala of soft silkeu m|I 

or^ woollen texture Ufl 

aomely in a costumo tHf 

of this kind, and corn- 

Skf Suml^ctc'fwili Jr 

When a combination K *1 

of silk and wool goods Wfcl ml Jjlj 

is made up, crfpe dc j* 

China silk will oftro 

be employed for the f? 

veal, and fancy braid. \ 

ribbon, gimp, coarae I 

lace, applique 1 trim- k*. jfl 

onnga. vie. may be t- ‘J 

added iu any tasteful F * 1 B QBj 

manner. Ladies who I WaM B a 

desire braiding simi- Mfi M 

lar to thut here illus- CSV 

(rated, which may be 

done either with flat IV Mt ¥i\ i , 

braid or in a cord do- ' ^ 7JBOI 

sign with silk, may \ W./j I f 

sendthocollar,girdle, 1 \/J. //Am 

sleeves and that por- \ K/JM 9 MM 

lion of tho drapery ' J it I 

indicated by liuos of V /Vfll 

perforations in tho t #1 / j i / 

pattern, u> the Kur- /£ f J/Mfll I 

aheedt Manufactur- I J II|U| 

will do the work to WM ■In 

order. IT n small sam- j [ \ ( , 

plo of the goods bo $ HjM 1 Jl 

becomingly trimmed 
with , stiff ribbon 
loops. 


tomary gores and a 
well curved center 
seam, and all tho 
seams are discontin¬ 
ued a little below the 
waist-lino to form 
square tabs. The full 
sleeves are arranged 
to rise high above the 
shoulders, and the 
standing collar flares 
becomingly in front. 

Many charming 
color contrasts may 
be effected in a toi¬ 
lette of this kind, 
and the mode may 
also be stylishly de- 
veloped in one mate¬ 
rial While velvet 
and wool goods form 
a favored combina¬ 
tion for such a toi- 
lette, silk, rnoirt?, Ben- 

C ine or faille may 
used with camcl’s- 
uallv good effect Braid, passementerie, 
added for garniture, but as the toilette 
quite fanciful in design, applied decoration is not really necessary. 


FldCKK No. 442 I- 

LAIURS’ TOILKTTK. 

(For Illustration »«• 
l-W *41.) 

Figure No. 442 L. 

—This consists of a 
Ladies' basque and 
skirt The basque 

S t tern, which is No. 

I»7 and costs Is. 3d. 
or 30 cents, is in thir¬ 
teen sizes for ladies 
from twenty-eight to 
forty-six inches, bust 
measure, and may be 
soon in two views on 
page 263 of this Ur.- 
14XBATOR. The skirt 

S ttern, which is No. 

1)8 ami costa Is. 6d. 
or 35 cents, is in nine 
sizes for ladies from 
twenty to thirty-six inches, waist measure, and is differently por¬ 
trayed on page 26G. 

jo this instauce dork camel's-hair and velvet and light doth art 


(copyright), price Is. 3d. or 30 cents; and Skirt No. 3505 
(copyright), price Is. 6d. or 35 cento. 
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The largo velvet bat is handsomely trimmed with galloon, ribbon 
and ostrich feathers. 

FlOUKS No. 4431-—LADIES' TOILETTE. 
v For Illustration Pag* 3«J 

Fioure No. 443 L.—This consists of a Ladies' cloak*, skirt and 
basque. The cloak pattern, which is -No. 3500 and costs Is. Sd. or 
40 cents, is in ten sizes for ladies from twenty-eight to fortv-six 
inches, bust measure, and is differently illustrated on page 2o7 of 
this Delineator. The basque pattern, which is No. 3504 and costs 
Is. 3d. or 30 cents, is in thirteen sizes for ladies from twenty-eight 
to forty-six inches, bust measure, and may be seen again orf page 


hooks and loops, and ribbon ties are bowed at the end of the closing. 

The skirt is of silk trimmed with a foot-plaiting of silk, and over 
it hangs a handsome drapery of cheviot that is prettily cross-wrinkled 
in front and lifted at the sides to reveal the skirt in petticoat fashion. 
The bottom of the drapery is cut in scollops. 

The basque, which is made of cheviot matching that in the drap¬ 
ery, is deeply pointed in front, curves well over the hips and falls 
in military coat-tails at the back. A full-length back view of the 
skirt and basque may be seen at figure No. 446 L, where both aro 
fully described. 

All sorts of cloths and cloakings that are not too thick lo shirr 
nicely will be selected for the cloak, and frequently the yoke and 
collar will be made of Astrakhan, seal or other fur or of velvet or 



Fiol-m NO. 447 L. FlGCRB No. 448 L 


Fiocre NO. 447 L.— Ladies’ Capfl—T his illustrate* Pattern Xu. 3532 (©jprright). price 10 <L or 20 cents. KiotUB No. 448 L—Ladies' 

Jacket.—T his illustrate* Pattern No. 3400 (cpyrightl price Is. 3d. or 30 cents. 

(For Dracripuooa ae* Pages »*8 and SI9.) 


262. The skirt pattern, which is No. 3505 and costs Is- 6 d. or 35 
cents, is in nine sizes for ladies from twenty to thirty-six inches, 
waist measure, and may be seen in two views on page 285. 

The cloak, which is particularly suitable for driving, sleighing and 
travelling wear, is hero shown made of figured camelVhair cloaking. 
Its upper part is a deep, pointed yoke fitted by shoulder seams and 
finished with a Medici collar that rounds narrowly at the throat. 
The cloak portion is shirred lo form a ruffle finish at the top and is 
sewed through the shirring to the yoke ; it falls in natural folds from 
the yoke, except at the back, where it is drawn in at the waist-line 
by means of shirrings tacked to a stay and ribbon ties tacked to the 
ends of the stay and tied about the waist. The yoke is closed with 


plush. The cloak may be handsomely lined throughout with silk 
The hat is a large shape in fine felt and is stylishly trimmed with 
velvet. ___ 

Kioto No. 444 L.—LADIES’ TOILETTE. 

(For IUurtralion see Pag* S43.) 

Fierro No. 444 L.—This consists of a Ladies’ polonaise and 
walking skirt. The polonaise pattern, which is No. 3516 and costs 
Is. 6 d. or 35 cents, is in thirteen sizes for ladies from twenty-eight 
to forty-six inches, bust measure, and is shown in two views on 
page 2 i >6 of this Delineator. The skirt pattern, which is No. 3357 
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and costs Is. 6d. or 35 cents, is in nine sixes for ladies from twenty 
to thirty-six inches, waist measure, and is differently pictured on its 
accompanying label. 

Hussar-blue cloth and velvet are here united in the toilette, and 
bands of velvet and a unique arrangement of braid and buttons 
contribute the garniture. The foundation skirt, which is in the regu¬ 
lation four-gored style, is overhung at the front and sides by a long, 
straight drapery that is trimmed at the edge with three bia* bands of 
velvet. The drapery is slightly wrinkled at the top by shallow plaits 
that flare into the fulness below. The back-drapery falls in two 
double box-plaits which are well pressed in their folds to the edge; 
and a small bustle may be worn, if desired. 

The superb adjustment of the polonaise is accomplished by grace- 
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upward underneath the cape. The shapely sleeves are desirably 
fall above the elbows aud are trimmed at the wrists with buttons 
placed upon the ends of graduated rows of braid; and a similar 
decoration of braid and buttons is applied upon the back yokc-faciug 
at each side. A high standing collar of velvet is at the neck. 

A dressy toilette of this kind may be developed in any of the 
fashionable wool fabrics combined with velvet, silk, faille, Bengaline, 
etc.; and while combinations are especially well adapted to the 
mode, one material may be used throughout, with stylish effect. 
Many charming garnitures, such as passementerie showing metallic 
effects, gimp. Velasquez or crochetted lace, rosettes of the trimming 
fabric or of velvet ribbon, etc., may be added, but as the mode is 
fanciful in design, applied decoration is not absolutely necessary. 



KlOCRB No. 443 L 



Flora No. 450 L. 


Figure No. 449 L—Ladies’ Coat.—T his illustrates Pattern No. 3495 (copyright), price Is. 3d. or 30 cents. Fiocr* No. 460 L.—Ladies' 

Wrap.—T his illustrates Pattern No. 3511 (copyright), price la. or 26 cents. 

(Poe Description* *ee Page *•) 


ful darts and seams. The fronts, which extend only to basque depth, 
arc arranged over smooth linings and are gathered at the darts and 
plaited at the front edges to simulate a girdle, above which they 
are shaped to disclose effectively a deep, pointed yoke-facing of 
velvet. A similarly shaped section of velvet ornaments the back, 
and a gathered cape-section which is sewed to the edge of the yoke 
facing at the front and back falls over the polonaise with stylish 
fulness, its edges being finished with pinking. The curving center 
seam terminates a little below the waist-line above extra fulness 
that is underfolded in a triple box-plait, which flares with fan effect 
to the edge ; and a band of velvet borders the plait at each aide 
and, narrowing becomingly toward the waist-line, is extended 


The broad-brimmed straw hat is becomingly trimmed with loop* 
of ribbon. 


Figure No. 445 L.—LADIES’ COSTUME. 

(Par Ill Miration mc Page *44.) 

Figure No. 445 L.—This illustrates a Ladies' costume. The pat¬ 
tern. which is No. 3534 and costs Is. 8 d. or 40 cents, is in thirteen 
sizes for ladies from twenty-eight to forty-six inches, bust measure, 
and is shown in two views on page 251 of this publication. 

A stylish variety of all-wool dress goods is here handsomely com¬ 
bined with silk and velvet, and Kureheedt's Standard jet passemen- 
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t (For IUu.Iratloa Page MS.) 

This illustrate a Ladies' 

ih *No. 3532 and costs lOd, 
or 20 eeuts, is in ton sizes 
for ladies from twenty- 
eight to forty-six inches, 
bust measure, and may 
lx- again aeon on page 201 
of this Deumkatok. 

The cape, which is hero 
shown made of white As¬ 
trakhan cloth, extends to 
the waist-line. The eape 
•action is gathered to rixo 
with the fashionahlo curve 
over the shoulders and is 
joined to yoke portions 
that ore stylishly pointed 
at the center of the front 
and back. The yoke fronts 
an* cut away to accommo¬ 
date the Russian collar, 
which is faced with As-. 
_ „ .... trakhan and forms n most 

Kiuint* No. 432 L. stylish finish for the neck. 

Persian lamb, mink, 

• illustrates Pattern No. 352C (copyright), sable and various other 
452 I-—La pies’ Comvxa.—This U- furs, os well as plush, vel- 

right), price Is. 8d. or 40 cents. vet and cloths of all kinds, 

» m ras* ms.) will be used for this jaunty 

and protective cape. Com¬ 
binations of seal - plush 
with Astrakhan cloth, Per¬ 
sian lamb, seal etc., will make up handsomely, the fur being employed 
for the pointed yoke and collar. 

The cap is made of Astrakhan to match Lue cape. 


Figure No. 446 L.—LADIES’ TOILETTE. 


Figure No. 448 L—LADIES' JACKET. 


(For Illustration ** Fag* MS.) 

Figure No. 446 L.—This consists of a Ladies' basque and skirt. 
The basque pattern, which is No. 3504 and costs Is. 3A or 30 cents, 
is in thirteen sizes for ladies from twenty-eight to forty-six inches, 
bust measure, and may be seen in two views on page 262 of this 
magazine. The skirt pattern, which is No. 3505 and costs Is. 6d. or 
35 cents, is in nine 6izes for ladies from twenty to thirty-six inches, 
waist measure, and is differently illustrated on page 265. 

The toilette is here shown developed in camel’s-bair serge and 
flowered silk, the latter fabric being used for the skirt, which is in 
the popular four-cored style and is arranged to be worn either with 
or without a small bustle. The drapery falls in straight folds at the 


(For Illustration ** Pago 2*0.) 

Figure No. 448 L—ThU illustrates a Ladies’ jacket. The pattern, 
which is No. 3490 and costs Is. 3d. or 30 cents, is in thirteen sizes 
for ladies from twenty-eight to forty-six inches, bust measure, and 
is shown in two views on page 262 of this magazine. 

Dark seal-plush was here selected for the jacket The fronts are 
superbly adjusted by single bust darts and closed invisibly at the 
center. * The back is handsomely conformed to the figure by the 
customary gores and a center seam that terminates above stylish 
coat-laps. The coat-shaped sleeves arc sufficiently full at the tops 
to stand well above the shoulders, and at the neck is ft modified 
Medici collar that rolls prettily toward the front. 
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Astrakhan or plush will generally be chosen for jackets of this 
kind, although the mode is quite as well adapted to diagonal, 
chevron, kersey, Biarritz, beaver and the various other cloths of 
which jackets are made. The collar will be most becomingly faced 
with Astrakhan, Persian lamb, Alaska sable, etc.; cuffs of similar 
material may be added, if desired, and frogs or fancy buttons may 
ornament the fronts. 

The plush cap is trimmed at the front with a black bird. 


FiGCRr No. 450 L.—LADIES’ 'WRAP. 

(For Illustration #c* Page 317.) 

Ficcre No. 45*‘» I..—This illustrates a Ladies’ wrap. The pattern, 
which is No. 3511 and costs Is. or 25 cents, is in ten sizes for ladies 
from twenty-eight to forty-six inches, bust measure, and may be 
seen in two views on page 259 of this magazine. 

Seal-plush and Astrakhan cloth are here united in the stylish 
wrap. I lie fronts of which art- closely adjusted by single bust darts 
and lengthened to form long, narrow tabs. The fronts are also 
extended under the arms in straps that are tacked to the cape section 
at each side of the center of the back to draw the garment becom¬ 
ingly to the figure. The cape section is handsomely adjusted by 
shoulder seams, and also by seams that curve over the arms and 
terminate in dart style, the lower edges of the latter seams being 
for ladies fforo twenty-eight to fortv-six inches, bust measure, and gathered to produce* the high effect 


fully rounding lower edge of the cape section is trimmed with a 
band of Astrakhan cloth, and the Medici collar, which flares in char¬ 
acteristic style, 
is f act'd with 

« | Astrakhan. 

cloaking fabric* 

i k I plush, velvet or 

becoming. It 

Ih‘ of cootnatiof 

m ot velvet and on 


aoovu wmm p a- Frnut Rm ti ITOTU 

disclosed a tiny *** "" f , ** ^ view of which is 

ruching. The Lamcs OwmnL (Coptrjgbt.) given at figure 

stylish coat- -For D^criptloa ** Fa* .1 No.431 L, 

sleeves, which it fully de- 

are quite full at scribed. The pat- 

the ton, arc drawn by gather* to stand fashionably high actons the tern, which costa Is. Sd. or 40 cents, is in thirteen sizes for ladies 
shoulders, and are adjusted with perfect smoothness below the elbow, from twenty-eight to fprty-six inches, bust measure. The costume 

All varieties of fashionable cloths and coatings will develop hand- is here pictured developed in myrtle-green Henrietta cloth and vel- 
somely in this way. and combinations are especially suitable to the vet of a darker shade, with black braid-passementerie for decoration, 
mode. Velvet, plush, Astrakhan, etc., will unite charmingly with - 

any of the popular goods favored for coats of this kind, and a* pretty Figure No. 452 L.—This illustrates a back view of Ladies’ costume 
contrast may be effected, if desired. Fur will sometimes lie used for No. 3523, which is fully described and differently illustrated at tig- 
the collar and reversed portion, and ostrich trimming will aUo prove ure No. 430 L, where a front view is shown. The pattern is in 
effective. The edges may be bound with silk or mohair braid. If thirteen sizes for ladies from twenty-eight to forty-six inches, bust 
the braiding illustrated m the present instance cannot be done at measure, and costs Is. 8d. or 40 cents. Light-hued wool suiting is 
home, the coat may be sent to the Kuraheedt Manufacturing the material here pictured, and dark velvet and fancy braid provide 
Company, who will braid it to order. If a small sample of tbe the garnitures, 
goods be sent to the above firm, the braiding will be applied upon • 

it free of charge to dearly illustrate the handsome etfect of the LADIES’ COSTUME, 

decoration. 

The stylish toque is made of silk and velvet and is prettily trim- ,Kor muA«Uo M wethto Page) 

med with loops of ribbon and flowers. No. 3526.—Other illustrations cf tliis costume are given at figure* 
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Nos. 431 L and 451 L in this Delineator, where it is shown differ- dress goods forty inches wide, with seven yards and an-eighth o: 

entlv made up and trimmed. silk twenty inches wide, and fire-eighths of a yard of velvei 

Wool dress goods, silk and velvet are here associated in the cos- twenty inches wide. Of one material, it calls for fifteen yards anc 

turne, and bead passementerie supplies the garniture. The skirt, a-foarth twenty-two inches wide, or eight yards and an-eighlh for- 

which is fashioned in the regulation four-gored style and may be ty-four inches wide. Price of pattern, Is. 8 d. or 40 cents, 
worn with or without a small bustle, is overhung at the left side by 

a drapery that is arranged at the top in small backward-turning • 

e i; the plaits aw well pressed in their folds for a short distance , LADIES' COSTUME. 

the top and stayed underneath, below which they flare into 
deep backward-turning plaits that are stayed near the edge by a (fur iuo=irauon» »c* Uiia 

tape underneath. No. 3523.—Other illustrations of this costume may be olwerved b> 

The over-dress has smooth fronts of basque depth that are’adjusted referring to figures Nos. 430 L and 452 L in tills Delineator. 
by double bust darts and closed invisibly at the center. Arranged In the present instance the costume is shown made of woollen dress 
over the right front and included in the shoulder and under-arm good* and velvei, and fancy braid and velvet ribbon trim it effectively 


scams, is a low-necked, fanciful front which is adjusted smoothly The gores of the foundation skirt, which is fashioned in the a 
at the right side by a dart taken up with the secoud dart m th • four-gored style and may be worn with or without a *tnal 
smooth front. The fanciful front is widened to lap m double-breasted are concealed beneath a front-drapery, that is arranged 
style, and a closing is made at the left side with hooks and eyes, ride of u>c center in three deep, overlapping plaits which . 
This front is arranged at the lower edge, at 
each side of the center in three forward- 

turning plaits that flare upward into becom- jfl '. 

iug fulness over the bust, the fulness iu the ^ 4 ' *- \\ i I • h 

rounding upper edge being collected in two AJ / /(W \ \ ! TWi 

forward-turning plaits at each side or the I|/HNii\|1 I|| 1 /* mllHtl h(i 

center. The plaits below the hunt are tacked \ V JBsSsl\\l||A j| WjkinMiMmm 

at intervals and stayed underneath. The BBvXvAlllJ9 i' I JX c 1 1 ■/#» 1 

lower edge of th>- fanciful fr«*>l ar 4 rf'.t 'Vjffj \ '/ l|l|//fl| 

smooth front are joined to the top «.f the flyffjA \\\\Xwffl f *i 1 

front-drapery, which is arranged ut each WM \\\\ \ ry J i* Mm ■ ■' \\1// 1 

sidoof the center in three shallow, forward- fcjT A V v\\\w \ a tW fWk A 

turning plaits that llar«? into tin-fulnes* be- fir > 1 R Wit' fl tfSlWy- pH / L' 

low; back of these JPSBHEgV,:^ W . 

is a deep, forward-turning plait, which w K T' gSgigS*l/jv 

tacked at intervals to the .skirt and presents MaSH r /11 /ZfS\ T“ FvjfV/ 7 / 

the effect of a panel. The front edge of the Ei/vt I //:$■ | >. I / 1 I» \\\. >\\ ■ 

draperv Is hemmed and incke-l over the front m/hII IlHl \ i~'- ' II !■! Ys\'\\k. 

edge of tho plaited drapery on the skirt, and Hj(ll I iisfll TO? /Iff 

ft ruiinPt^l trirtiJo i« in.'litiLul mi th.* /a III 


a pointed girdle, which is included m So 
right under-arm seam, is arranged across the 
front to conceal the Joining of the fanciful 
front and drapery, its free end being fast¬ 
ened with hooks and loop* at the left side. 
The adjustment of the bouy is completed by 
a curving center seam, and wide side-gores 
that are adjusted smoothly over the hip* by 
long under-arm darts and extended to the 
edge of tlio skirt in panels. The back ex¬ 
tends only to basque depth, and to it the 
book-drapery is joined. The front edge of 


the right side-panel joins the back edge of 
the front-drapery in a seam that is conccAIcd 
by an undeifoldcd, backward-turning plait 
in the panel, beneath which two -hallow, 
forward-turning plaits in the drapery dis- 

K o tho fulness becomingly over the hip. 
» front edge of this left side-panel is 


hemmed, and the back edges of both panels ■ 

aro overlapped by the hemmed ride edges 
of tho back-drapery, which is arranged at 
each side of the center in three deep, over- 

S iug plaits that arc well pressed in their 
; and flare with fan effect to the edge. 

Overlapping the top of the plait* at each Right. 

Bide is a bouruous fold, back of which four 
backward-turning plait* at each side flare 
into a series of graceful jabot-fold*. Tat.cs 
tacked to the back edges of the panel* be¬ 
neath the back-drapery secure the stylish arrangement of the over¬ 
dress. The sleeves are full at the top, where they are gathered to 
rise high above the shoulders; they tit closely below the elbows, 
where the outside seams terminate in dart style; and the wrists are 
finished with cuff faciugs of velvet. At the neck is a high standing plaits, and gathers back of the plaits produce a graceful fulness in the 
collar of velvet trimmed with bead passementerie, and sim lar pa*- plain, panel-like part. The back-drapery, which joins the front- 
8omcntcric ornaments the upper and left side edges of the fanciful drapery in nearly to the top, fall* at the center in natural folds 

front and is continued to the lower edge of the front-drapery. produced by gathers at the top, and a houmous loop arranged in the 

Cloth, cashmere, camel’s-hair, melange and various other woollen top at each side throws the fulness below into a series of graceful 
suitings will develop attractively by the mode, and combinations of jabot-fold*. The back-drapery is joined to the body, which is a fan- 
wool goods with velvet, silk or Bengaline will be especially effective, ciful basque arranged upon linings that are adjusted by double bust 
Robes in combinations of plain good* with checked, plaided or dart*, under-arm and side-back gores and a curving center seam, 
figured fabrics will often be made up in ibis way. and numerous The liuiug front* dose at the center with button-holes and buttons, 
dainty garnitures, such as gimp, galloon, coarse lace, fancy braid, and over the left lining-front is arranged a low-necked front that is 
etc., may be added. smoothly adjusted by double bust darts taken up with those in the 

We have pattern No. 3526 in thirteen sizes for ladies from twen- lining. Arranged over the right front is a surplice, which is drawn 
ty-eight to forty-six inches, bust measure. As represented for a by rather* at the arm Wye; it crosses the front in characteristic 
lady of medium size, the costume needs five yap I* and a-fourth of fashion, and the fulness in the lower edge, which at the center and 


Limes' Cosmic. (Copyright.) 
• For DrocnpUoo « Ito,. Pars . 
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ngnisJUK luuuno wesngutiy poiuieu lower ouume oi me lining. is L\DIES' COSTUME. 

drawn by gathers that are stayed underneath. Above the surpiice " * 

and low-necked front and passing into the shoulder and arm's-eye (Por niMnatioMMethla Page.) 

seams are yoke portions which arc arranged at each side of the center No. 3534.—This costume is shown made of dress goods, plain vel- 

iu five forward-turning plaits that flare upward from the pointed vet and silk at figure No. 445 L in this Delineator, a ricn garniture 

lower edge. The full back is arranged in three backward-turning being provided by passementerie. 

plaits at each side of the center from the neck nearly to the waist- Wool dress goods and velvet are here united in the costume, and 
line, where the fulness is collected in nine rows of shirring that ar • braid passementerie provides the garniture. The foundation skirt is 
tacked to the lining. The full puff sleeves are gatiiered to rise fash* fashioned in the usual four-gored style and may bo worn over n small 
ionably high across the shoulders; and the coat-shaped lining-; over bustle, if desired. Over the gores of the -kirt tho front-drapery 
which they are made are exposed to deep cuff depth and finished is fitted by two shallow, backward-turning plaits at each side of the 
with a facing of tho material overlaid by a unique arrangement o: center, and three upturning, overlapping plaits in each side edge 
fancy braid. If desired, the sleeves may be shortened ami trimmed proluee a series ot graceful folds and wrinkles across the front, 
with a band aud bow of velvet ribbon, a* shown in the front view. The back-drapery is arranged at each side of the center in a cluster 
Tho fanciful collar is in two sections, which meet at the center of of backward-turning, overlapping plaits that flare to the edge ; and 
tho back and then separate to reveal the neck in V shape and roll the upper edge in from of the plaits is folded, seamed aud gathered 
becomingly in Medici style toward the front. The upper edge of beneath a wrinkled cross-piece, with sash effect. The draperies aro 
tho low-necked front is handsomely trimmed with fancy braid; an 1 finished at the bottom with hems. Across tho plaits the back- 

dra|K-ry is joined with tho skirt and front- 
___ drapery to a belt, while at the cross-piece 

and at each side it is adjusted upon the 
m back of the fanciful basque, the right side 

AyJji being caught to the plaits in the front-drap- 


Ix-ing caught to the plaits 
erv and tacked to the back, and tho attach¬ 
ment of the sides of both draperies being 
made at the left side with hooks and loops. 

The basque is superbly adjusted by double 
bust darts, under-arm and side-back gores 
and a well curved center seam. Over the 
►month fronts, which are widened to lap in 
double-breasted style, aro fanciful fronts that 
are drawn by gathers at the shoulder edges; 
the fulness in the lower edges is deposed at 
each lido in a forward-turning plait that flares 
upward; and between the hemmed front 
edges of these fronts is disclosed a plastron, 
which is arruoged on tho right smooth front. 
The plastron is arranged at each side of tho 
center in two forward-turning plaits that flare 
upward toward tho bust, tho fulness at tho 
top, which reaches only over tho bust, being 
prettily regulated by gathers. Tho front 
is exposed in square-yoke stylo ubovo the 
plastron and faced with velvet; and a 
]*ointcd girdle of similar rnateriul follows the 
pointed lower outlino of the fronts and 
i * fa.tcned at the left undor-nrm seam with 
hooks and cvc*. The coat-shnped sleovos 
are sufficiently full at tho tops to riso with 
•tylifli effect above tho shoulders, and be¬ 
low tho elbow they arc comfortably close- 
fitting. Tbo nock *is finished with a stand¬ 
ing collar of velvet that laps under a stylish 


Ladies' Costcm*. (CorTRiotiT.) 
(For Inscription •«* thtt Page - 


ties of velvet ribbon sewed at each side of the shirring in the full elaborate finish may be adopted. 

back are carried along the lower edge of the body and arranged in a We bare pattern No. 3534 in thirteen sizes for ladies from twen- 
full bow of long loops and ends to fall prettily over the center of ty-eigbt to forty-six inches, bust measure. To make the costume 
the front-drapery. f° r a l*dy of medium size, will require four yards and five-eighths of 

Combinations of plain, plaid, striped or novelty goods with velvet dress goods forty inches wide, with two yards of velvet twenty 
or some heavy silk will be much favored for this costume, the inches wide. Of one material, ten yards and five-eighths twenty- 
smooth front, sleeves and collar being frequently made of velvet two inches wide, or five yards forty-four inches wide, will suffice, 
or other contrasting material. Velvet or satin-edged ribbon, gal- Price of pattern, Is. 8d. or 40 cents. 

loon, gimp, fancy stitching or bead, cord chenille or silk pa&wmeu- _ __ 

terio may be applied for garniture; or, if preferred, a plain finish 

may be adopted. A rosette of the material or or velvet or of some LADIES' COSTUME. . 

fancy ribbon may be placed at the pent of the (ront, if the releet «c P«e as., 

nbbon is undesirable. . 

We have pattern No. 3523 in thirteen sizes for ladies from twen- No. 3485 — Other views of this costume are given at figures Nos. 
ty-eight to fortv-six inches, bust measure. To make the costume 420 L and 441 L in this magazine, where it is shown differently 
for a lady of medium size, requires twelve yards and a-half of mate- made up and trimmed. 

rial twenty-two inches wide, or six yards and three-eighths forty- In tl.e present instance wool dress goods, plaid silk and plain vel- 
four inches wide. Price of pattern, is. 8J. or 40 cents. vei are united iu the costume. The foundation skirt, which is in the 
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approved four-gored style ani may oc worn with or without a small six yards and thri*—fourths forty-four inches wide, will suffice, 
busile, is concealed beneath a graceful drapery whieh :» finished at Price of pattern. Is. 8d. or 40 cents, 
the bottom with a hem. At the boot a slightly wrinkled effect is 

obtained by two shallow, forward-turning plaits at each side of the ♦ 

center, and ateach side are laid seven backward-luruiog plaits that are I. \ DIES* GREEK TEA-GOWN OR RECEPTION' PRESS, WITH 
well pressed in their folds and stayed by lacking* underneath. At tphv nwanwiTra mu nvvi t pvr.TJT > 

the back a cluster of backward-turning plaits at each side of the TRAI ' V (P £ RI * >BAT . tD FOR DKMI-LENGT1L) 

center flare prettily in fan fashion to the edge. ' lo ' Iaa * ,r * u,,| •' raffC *”•' 

The fanciful basque has smooth fronts of lining adjusted by dou- No. 3517.—This gown is shown made up with a demi-train and 
ble bust darts. Arranged over these portions are lull vest-sections a fall-length train at figures Nos. 43SL and 439 J, in this magazine, 
that extend to the waist-line and are prettily drawn by gathers at In the present instance the gown is pictured developed in wool 
tho top, the fulness at the lower edge being 'collected in three for- poods in two contra-ting colors, and a Greek-key design wrought 
ward-turning plaits at each side of the center, where the dosing is with soutache braid forms an appropriate decoration for the edges, 
made invisibly. The back edges of the vest sections are overlapped The garment is closely adjusted by double bust and single under-arm 
by tho fanciful front.*, which also extend only to the wain-line; dart*, side-back seams and a curving center seam, the seams joining 
the fulness below the bust is disposed at the lower edge in threa the under-arm arid side-back gores being in dart style and terminal- 
overlapping; forward-turning plaits that overlie the plaits in tbo vest iog over the hip*, below which the gores are in one pieco and fall 
and flare diagonally upward, with becoming effect. The lower edges with panel effect to the edge. The side-back seams terminate 
are concealed be- above extra 

Death a broad width that is 


sufficiently full rof *" 

at the tops to 

rise Stylishly high above the shoulders, and the wrists are trimmed gathers in the front edge below the 1 
with round cuff facings of velvet. A fashionable high standing closely fitting front ts a full front wl 
collar of velvet is at the neck, and a rosette of similar material garment. It is arranged at the top >i 
decorates the point of the back. gathers at the shoulder edge, the foil 

All seasonable dress goods of silken or woollen texture will de- to the under-front below tbe bust 
velop most attractively in a costume of this kind, and combinations hack edge, which passes into the undi 
of wool goods with velvet, silk, faille. Bengaiine. foulard, etc., are dame fold* and wrinkles in tbe tabli 
especially appropriate. India or China silk, crepe de Chine or erdpon edge, revealing the front beneath in 
may be employed for the vest, and rosettes of satin-edged, grosgrain Tbe right front crosses the left in 
or velvet ribbon may be added in any tasteful manner for decora- under-front in V outline at the top 


FASHIONS FOR OCTOBER. 1890. 




omitted and the front tnmed under or cut away, as shown in the 
6mall engravings, the pattern providing for either mode of finish. 
The pattern also provides for a full-length train aud a demi-train, as 
illustrated, perforations indicating how to shape the shorter train. 

Surah, India or China silk, foulard, cashmere, camel's-hair, merino 
or any woollen or silken fabric of a soft, clinging nature will 
develop attractively in this way; fanciful effects may be obtained by 
using velvet of a harmonizing or contrasting color ior facing the 
V-shaped portion of the front, the Medici collar and the cuffs, or these 

C ts may be decorated with Vandyke lace or passementerie, fancy 
id, embroidery or braiding. If the garment is worn without the 
collar, a dainty frill of lace or line may ornament the neck and fall 

in soft, pretty folds from the 
. wrists. 

_ W e have pattern No. 3517 in 

for ladies from 


made up for a dinner gown and the other for a morning or break¬ 
fast gown. 

Plata woollen dress goods were here chosen for the dress, the 
front of which is superbly adjusted by double bust and single under¬ 
arm darts and opened to a desirable depth from the top at the 
center, the edges of the opening being finished for a closing, which 
is edeeted with hooks and eves. The adjustment is completed by 
side-back gores, and a curving center seam which terminates at the 
top uf extra width that is underfolded in a triple box-plait, the 
graceful arrangement of which is secured by tacking* underneath. 
Kxtra width allowed at each aide-back seam is arranged uuderneath 
in two forward-turning plaits that flare into the graceful demi-train. 
If the demi-train 1* not desired, 
perforations in the pattern indi¬ 
cate where the dress may be cut _ 

to walking length, a- shown in the 
small engraving; and in tfiis case |||| 


thirteen 

twenty-eight to forty-six inches, 
bust measure. To make thegar- 


Mght Side-Front View. 

3517 ^2 

Left Side-Back Her. 

Ladies’ Greek Tka-Gown ok Reception* Dress, with Tract. (Perforated For Demi-Lengtu.) (Coptrigiit.) 


(Tor Description »et race 


raent as represented for a lady of medium sire, will call for three 
yards and a half of light and seven yards and a-half of dark dress 
goods each forty inches wide. Of one material, it requires eighteen 
yards and a-half twenty-two inches wide, or nine yards and five- 
eighths forty-four inches wide. Price of pattern. 2s. or 50 cents. 


LADIES’ PRINCESS DRESS. WITH DEMI-TRAIN. (PERFORATED 

FOR WALKING LENGTH.) 

(For Illaatration* rte Page ©L» 

No. 3507— A back and a front view- of this dress are given at fig¬ 
ures Nos. 427 L and 428 L in this magazine, one view showing it 


tackings in free, straight folds, and the front is suitably narrowed at 
each side, the portion to be cut off being also indicated by perfora¬ 
tions in the pattern. The fanciful sleeves are made over smooth 
linings. They are dose-fitting below the elbow, above which they 
arc each arranged in four downward-turoiug plaits that flare diago¬ 
nally into the fulness above; and gathers at the top produce a 
full effect over the shoulder*. At the neck is a high standing collar. 

The mode will develop attractively in Surah, Bcngaliue, Henrietta 
cloth, cashmere, serge or any seasonable material of silken or 
woollen texture. Velvet, braid, gimp, point de Gene or crochetted 
lace may be added for garniture, or a Directoire ruching of line or 
point (feeprit lace may be worn around the neck aud arranged to 
fail in pretty jabot-folds at the front to conceal the closing. 
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We have pattern No. 3507 in thirteen sizes for ladies from twen¬ 
ty-eight to forty-six inches, bust measure. Of one material for a 
lady of medium size, the dress requires thirteen yards and five- 
eighths twenty-two inches wide, or six yards and three-fourths 
forty-four inches wide, or five yards and'seven-eighths fifty-foor 
inches wide. Price of pattern, Is. 8d. or 40 cents. 


LADIES’ WRAPPER. 

(For Uliutnutons *c Page ».) 

No. 3522.— Fteux-rose Surah and flowered China silk are stylishly 
combined in this wrapper at figure No.440 L in this Delineator, 
with Kscurial embroidered bands and an oxidized buckle for decora¬ 
tion. 

Pearl-gray cashmere and white silk are here associated, and box- 


of the garment is completed by side-back gores and a well curved 
center seam that terminates at the top of an undcrfolded double box- 
plait; extra fulness allowed at each side-back seam is arranged in 
two forward-turmng plaits underneath, and the plaits Hare in grace¬ 
ful folds into the handsome detni-train. The half-flowing sleeves 
are full at the top and are turned back at the wrists and faced with 
silk. The standing collar is of silk. A box-plaited, pinked rocking, 
in which the two fabrics are united, trims the front edges of the 
outside fronts, is continued over the shoulders aud outlines the V- 
shaped section of plaited silk which ornaments the back. A foot 
trimming of fancy stitching decorates the bottom of the vest, and 
the collar and cuff facings are similarly stitched. 

The mode will develop charmingly in India or China silk, Surah, 
foulard, merino, chalHs ar.d various’other fabrics of similar texture. 
With either of these materials eripe de Chint, Bengahne or mousscftiM 
<U taie may be combined for the vest, and the collar, cuffs and girdle 



Ladies' Princess Dress, with Dcmi-Train. (Perforated tor Walking Lknuth.) (ComnauT.) 

(Tor Dracrtptioa tet Pajc 853.) 


plaited niching*, fancy stitching and a steel slide provide the garni¬ 
tures. The wrapper has fronts of lining that are adjusted by double 
bust and single under-arm darts and closed at the center with but¬ 
tons and button-holes, and below the closing the edges are lapped 
and tacked. Over these fronts is arranged a tall vest, the back edges 
of which are sewed flatly to position. An opening is made at the 
center of tho vest to a desirable distance from the top, and hooks and 
es effect the closing, an underlap being sewed to the left side, 
he fulness is becomingly drawn at the neck by four rows of shirr¬ 
ing* at each side of the closing, and at the waist-line it is gracefully 
confined by a girdle, tho ends of which are plaited; a row of shirr¬ 
ing at the center of the girdle is concealed beneath a steel slide, and 
the free end of the girdle is fastened to the left side of the vest with 
hooks and eyes. Opening over the vest are outside fronts that are 
adjusted by single bust and under-arm darts, which are taken up with 
corresponding darts in the lining front. The superb adjustment 


£ 


the 


may be of velvet Feather trimming may replace the niching. 

We have pattern No. 3522 in thirteen sizes for ladies from twen¬ 
ty-eight to forty-six inches, bust measure. Of one material for a 
lady of medium size, it needs thirteen yards and thrce-fourthq 
twenty-two inches wide, or seven yards and an-eigbtli forty-four 
inches wide. As shown it needs >ix yards of gray cashmere forty 
indies wide, with five yards aud three-fourths of white siik twenty 
focbci wide, and thre**-fourths of a yard of pink cashrnero forty 
inci.es wide to trim. Price of pattern, l?. 8d. or 40 cents. 


LADIES' POLONAISE. 

(Fw niortnnloM we P«Z* 856.) 

No. 3516.—This stylish polonaise forms part of the toilettes 
shown at figures Nos. 426 L and 444 L in this Delineator, where a 
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is represented made of other materials and differently trimmed, complete a fashionable toilette when made of the same or a contrast- 
Dress goods, and velvet of a much darker shade were here chosen for ing color or material. Combinations are especially adaptable to the 
the polonaise, and velvet ribbon, buttons and a slide provide the deco- mode, and silk, velvet, novelty goods, etc., will unite stylishly with 
ration. The polonaise has basque fronts of lining that are fitted by cashmere, serge, caraelVhair. all-wool Surah, Henrietta cloth or any 
double bust darts under low-necked outside-fronts which are adjusted of the fashionable dress goods. Velvet, moird, grosgrain or satin- 
by single bust darts taken up with the second darts in the lining; edged ribbon will make an effective decoration, and buttons and a 
the front edges of the darts are gathered to within some distance buckle may be added, if desired. The long portions of the back 
of the top to produce a pretty fulness betweeu the darts and the may disclose a pretty lining of some soft silk or satin, and a similar 
front edges. The fulness is arranged in four downward-turning plaits lining may be added to the ruffle. The polonaise is particularly 
in each rront edge, the effect of a wrinkled girdle being achieved by desirable for promenade and visiting wear, and the decorations may 
this arrangement and heightened by a loug slide placed directly over be as simple as desired. 

the closing, which is mode with hooks and loops along the slide and We have pattern No. 351G in thirteen sizes for ladies from twen- 
wfUt buttons and button-holes above. The adjustment of the polo- ty-eight to forty-six inches, bust measure. To make the garment 
noise is completed by a curving center seam, and wide side-gores for a lady of medium size, will require nine yards and three-fourths 
which are fitted by long under-arm darts and fall with panel effect of material twenty-two inches wide, or four yards and n-fourth 
to the loot of the skirt. The center seam euds below the waist-line forty-four inches wide, or three yards aud three-fourths fifty-four 



.Side-liarl Vine. 

Ladies’ Wrapper. (Copyright. 1 


tFCr Dtacriptwo w Pape 2S*.i 


at the top of an underfolded triple hox-plail,tho plait being well 
pressed in its folds; and the side-back seam* are continued to the 
tower edge. Thu effect of a stylish cape is achieved bv a ruffle that 
is ouite deep at the back, tapered almost to points at 'its front ends 
and sewed to the polonaise to expose the upper part with the effect 
of n V-shaped yoke, which is heightened by a facing of velret applied 
bock of a V-shaped lacing of the material on the front linings at the 
closing. At the neck is a standing collar that is «.f dress goods above 
the V-shaped fucing on the fronts, and of velvet back of the facing, 
thus completing the stylish vest effect produced by the facing. The 
full sleeve is arranged over a coat-shaped lining; it is gathered at 
the top and slightly nloug the back edge, and at the wrist it is orna¬ 
mented with three rows of velvet ribbon, a row of buttons being 
placed along the outside seam below the elbow. Three rows of vel¬ 
vet ribbon decorate the lower pari of the back of the garment. 

The polonaise may aceompauy any style of walking skirl and will 


inches wide, each with three-fourths of a yard of velvet twenty 
inches wide. Price of pattern, Is. Gd. or 35 cents. 

- -♦ - 

LADIES’ CLOAK. * 

(FW Iiiu*:r»'ion- ure Pa*-.- SET.) 

No. 3506.—Other material is pictured in this cloak at figure 
No. 443 L in this Delineator, where it forms part of a toilette. 

Cloth and velvet are here stylishly combined in the cloak. The 
upper part tourists of a poiuted yoke of velvet that is shaped by 
shoulder seams and closed invisibly. The cloak section, which is 
quite full, is in one piece, and the front edges are turned under for 
hems. The fulness at the top is drawn by shirring arranged far 
enough below the upper edge to form a pretty frill, ami the section 
is joined through the shirring to the yoke, with handsome effect. 
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At the back the fulness of the cloak section is collected becomingly the garment will require seven yards and five-eighths of material 
at the waist-line by two rows of shirrings, which are drawn well twenty-two inches wide, or four yards forty-four inches wide, or 
to the center and tacked to a stay placed underneath. At each end three yards and an-eighth fifty-four inches wide, each with a piece of 
of the stay a ribbon is sewed, and the ribbons are passed about the fur measuring thirteen by twenty-three inches for the collar, etc. 
waist and tied to draw the back well in to the figure. At the neck Price of pattern, Is. 8d. of 40 cent*, 
is a Medici collar, and a large bow of ribbon is ornamentally placed 

at the lower end of the yoke in front. * • 

The mode is adaptable to all sorts of light-weight cloths and LADDS’ COAT 

cloakings, such as lady’s-clotb, diagonal, tricot, tweed, flannel, novelty ‘ * 

goods, etc. Combinations arv in good taste for the cloak, and velvet, iPor Otatfntlou aw Page OB.) 

corduroy, Astrakhan, etc., will unite handsomely with any appropri- No. 3485.—Plain coating and velvet are combined in this coat at 
ate material. Sometimes the yoke will be covered with a braiamg figure No. 449 L in this Delineator. 

design if the cloak is made of one material, and this will be very The coat is here illustrated made up in a stvlish combination of 
effective. Any variety of ribbon may be selected for the bow, and cloth and velvet. The adjustment is performed by singlo bust darts, 
tape or ribbon may be used for tying about the waist under-arm and side-back gores, and a curving center seam which ends 

We have pattern No. 3506 in ten sizes for ladies from twenty- a little below the waist-line at the top of coat-laps. A wide lap is 
eight to forty-six inches, bust measure. To make the garment for joined to the front edge of the right front and reversed to a little 
a lady of medium size, will require seven yard* and three-fourths of below the waist-line to form a graduated lapel, below which it laps 

material twenty-two upon the left front in 

inches wide, or four double-breasted fash- ( 


collar, and a yard and At the neck is a high 
a-half of ribbon for a standing collar of vel- 
bclt-tie. Price of pat- vet; and the coat 
tern, la. 8d. or 40 sleeve*, which are 
cents. quite full at the top. 

arc drawn by gathers 
to present the fash¬ 
ionably high effect 
across the shoulder*. 
The lower outline of 
the coat is uniform. 

No. 3528.—These The mode is adapt- 

engravings ill 
a tight-titling 
coat, between 


LADIES* COAT, 


able to all varieties 
of seasonable cloth, 
such as lady V cloth, 

BV ^ ‘ ' I and the loose-fitting cheviot, tricot, diago- 

m I f I B I top-garments there nil, verge, etc. Vei- 

V \ | will be consulcrnlJe vet, Astrakhan or 

I | u I rivalry during the any kind of fur will 

*/ , , Winter. The coat is unite handsomely 

f {, pictured developed in with any of these 

■ / j| F II beaver cloth and goods, and combina- 

■ / I " Alaska sable. It is lion* will generally be 

H I I M adjusted by sioglo preferred, although 

J I bust and undt-r-arm one material may be 

At | I I \ darts, side-back gores, used throughout, if 

Mj |l| |J II and a curving center desired. If the coat 

I I I seam which ends a be made of one ma- 

jg? I \ little below the waist- terial. macbim-siiteh- 

lino at the top of hem- ing may finish all the 

med coat-laps. The edge*. 

35] g . front* are dosed with We have pattern 

a,,. . v . button* and button- No. 3495 in thirteen 

thdr-tYont V, «c. holes to within a sires for ladies from 

Ladies’ Polonaise, (i’optkiout.) short distance of the twenty-eight to for- 

(For Dv*cri|Sloa l‘*se 4M.» bottom, and at the ly-six' inches bust 

neck ;s a standing col- measure. As repre- 

lar. The coat sleeve* seated for a lady of 

are quite full at the top. where they are drawn by gathers to rise medium size, the coat will require a yard and three-eighths of cloth 
fashionably high al*ovc the shoulders; and each wrist is trimmed fifty-four inches wide, with two yards and nn-eighlh of velvet twenty 
with a deep band of fur. A handsome Russian collar of fur passes inches wide. Of one material, four yards and three-eighths twentv- 
acros* the back, where it rises almost to the lop of the standing two inches wide, or two yards and a-fourth forty-four inches wide, 
collar, and down the fronts to the waist-line, where the ends meet or a yard and seven-eighths fifty-four inches wide will be sufficient, 
a band of fur that extends down each side of the closing to the Price of pattern, Is. 3d. or 30 cents, 
lower edge of the garment. A band of fur is also arranged down 

the overlap at the back; and a deep pocket-lap which is triple- * 

pointed at the bottom is arranged upon each hip, the edges being LA DIRS’ WRAP 

finished with machine-stitching. ’ • 

The fashion admits of many combinations, and all sorts of fur, As- Far a '“* non * "‘ e Vms> ‘ **■' 

trakhnn, plush, velvet or ostrich trimming will unite handsomely No. 3511— By referring to figure No. 450 L in this Delineator, 
with broadcloth, beaver, rough-surfaced goods tricot, diagonal or another illustration of this wrap may be observed, 
any other seasonable goods. If preferred, a single material may be In this instance the wrap is represented developed in plush and 
employed throughout and the trimming omitted. For general wear lined with silk. It lias smooth fronts that are closely adjusted bj 
cloaking in plain, checked or striped varieties is especially favored, single bust darts and deepened to form narrow tabs. JsJach front is 
We have pattern No. 3528 in thirteen sizes for ladies from twenty- extended at the waist-line in strap fashion and sewed to the cape at 
eight to forty-six inches, bust measure. For a lady of medium size, each side of the center of the back to hold it in position; and the 


3516 

Sidt-Jbuk PSfW, 

Ladies’ Polonaise. (CoirmonT.) 
(For Description non Page 9M.) 


257 


FASHIONS FOR OCTOBER, 1890. 



closing is made invisibly. The cape is shaped by shouMer seams and We hate pattern No. 3527 in ten sizes for ladies from twenty- 

by a seam over each shoulder which terminates in dart fashion at each eight to forty-six inches, bust measure. For a lady of medium size, 

end, the lower edge being drawn by gathers to produce the becom- the wrap requires four yards and five-eighths of material twenty- 

ing high effect across the shoulders. ’ The lower Iront corners of the two inches wide, or two yards and a-half forty-four inches wide, or 

cape are cut rounding, and the lower outline is uniform. At the a yard and three-fourths fifty-four inches wide. Price of pattern, 

neck is a Medici collar which is very deep at the back and tapers Is. 6d. or 35 cents. 

almost to points at tire front ends, which meet below the neck edges • 

of the cape, the latter being cut or turned away above, if desired. LADIES' ESGLLSII CAPE. 

The wrap is especially adaptable to plush, seal-skin, Astrakhan or 
any of the fashionable goods of like weight, although it may also be ,For 1U ' i,tri ‘ uoc ’ ' 

developed stylishly in any of the lighter weight goods, in which No. 3496.—Tan lady's-doth and brown velvet are combined in 
case an interlining of flannel will prove very comfortable. Heavy this cape at figure No. 435 L in this magazine, pinking and a fancy 
silk will sometimes be used for the wrap, and a band of fur will buckle providing the decoration. 

form an effective decoration. Tac cape is here pictured made of cloth decorated with a fancy 

We have pattern No. 3511 in ten sizes for ladies from twenty- buckle. It is shaped without darts or seam*, raid while perfectly 
eight to forty-six inches, bust measure. To make the garment of smooth at the neck, falls in graceful folds at the back and from the 
one material for a lady of medium size, will require two yards and shoulders. At the right side the cape is extended to reach to the 
a-half twenty-seven inches wide, or a yard aud a-half forty-four left shoulder, the extended end being arranged in four upward- 

inehes wide, or a yard turning plaits and 
and three-eight luffiftv fastened with books 
inches wide, or a yard and 
laand au-oigblh fafty- 

fn^WR four inche * wide * 

e *° h w,th ,wo y* rds . 


fancy Uidrl^ThHeft 
end,' which comes at 
the center of the 

and five-eighths of front, is lifted slight- mf/MSHBl 

silk twenty indie* ly by an upturning /I/ ///l I 11\\ 

wnle to l.ne Pr.ce pl»t near the top and 

of pattern, Is. or 25 is hidden beneath the Ml \ 1111 ly CTH fl 

the ncclc u a 

ing collar that is very If XI 1 UHI/A 11\ 

high at the hack and ; l • / 

i* narrowed to joints III jg J/nT\wStl 

a! the ends. The II MM I I |\WM\|| 

t No. 3527. —This edges of live capo arc B| f l| 

handsome wrap is ptc- cut evenly and left ■■■ X J |\\WHA 

lured made of corded unfinislied. Hr II 

cloaking silk and rich- This very attractive IX f I I 

ly trimmed with fur. cape may be devel- jit ) I 'I I \ ■ 111 |l 

passementerie and onedin flannel,broad- IIS VI 1 f I r illtl 

fringe. The fronts are cloth, lady Vcloth or T § t | U¥1 

loose aud extend any smooth-faced bf 1 l \ 1*1 

nearly to the foot of doth of suitable f«, X i 1 till 

the skirt in labs that weight, and will often II $ I III' 

taper prettily toward be made up to com- ^ll V i 

the ends; they arc plcte a promenade I f | 1® 

closed with book - and toilette for early Au- I ■*. g I I 1 17 

the waUt-linc, an un- edges may be pink- 4 4 lWB 

the back and sides taste' direct*, and f J|K 

the wrap is fitted sometimes they will j 

smoothly by under- be outlined with Hf W 

arm gores and a braid, gimp or stitch- |$ L> ' Wl'l^l 

curving center «eam. ing. Plaidclothorflan- . , 

and the lower outline nel will develop styl- V ^ |- »1 

is rounding. The ishly iu this way, and I , * 1 

sleeve, which is in the edges are usually . ■- M K 

two parts, is suggest- left unfinislied. For 

asilfi 1*1 of the Chinese or extra warmth a silk qcn<; 

... mandarin style: it lining may be added. n .. 

,Vow joins the front and We hire putoro 

Ladies' Cloak. (Copyright.) back in a seam that No. 3496 in ten sizes Lawks' Cloak. (Ooptriout.) 

ZZ °*SEIS “t^T.- 

ion. and the back edge inches, bust measure. 

is included for some distance in the side seam. The top is gathered To make the garment for a lady of medium size, will require two 
to rise becomingly above the shouMer, and the lower edge of the yards and three-fourths of material twenty-two inches wide, or a 
upper sleeve-portion is also gathered for some distance to effect an yard and a-balf forty-four inches wide, or a yard nud a-fourth fifty- 
easy adjustment at the elbow. At the neck is a standing collar over- four inches wide. Price of pattern, lOd. or 20 cents, 
laid with fur, which is carried down the front edge of each front; 

and back of the fur on each front is a row of passementerie, which * 

is continued across the back below the collar. The sleeves are LADIES’ CAPE. 

similarly decorated with fur and passementerie, and the lower edges _ _ „ ’ __ 

of the tabs are trimmed with deep fringe. Fringe also trims the 'For uiaatntioM k* Page MU 

bottom of the wrap across the back and sides and is surmounted by No. 3532.—White Astrakhan is shown in this cape at figure No. 

a band of fur. A belt-tie holds the back in gracefully to the figure. 447 L in this Deuxeator. 

The mode may be handsomely developed in velvet, plush, Otto- In this instance the cape is pictured made of seal-plush and Astra- 
mau silk, arrnure, faille Franchise, matelassd. brocaded silk, light- khan. The upper part consists of a deep, pointed yoke, which is fit- 
weight wool goods, lady’s-cloth, etc. Sometimes the wrap will be ted by shoulder seams and lined with silk. To the lower edge of 
made of the same kind of material as the dress, and a lining of flan- the yoke is joined the cape section, which is shaped at the top to fit 
nel or chamois may be added. Fur. ostrich feathers, Astrakhan, the yoke and gathered across the shoulders to produce a stylish 
passementerie, fringe, etc., may provide the decoration, and the raised effect The lower outline of the cape is uniform. At th© 
arrangement may be varied to suit the taste. neck is a handsome Medici collar which rolls slightly at the back 


LADIES' WRAP. 
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and deeply at the front, a® illustrated. The cape, and the collar wide, cr two yards and three-eighths fifty-four inches wide. Price 
below the roll are closed with hooks and eyes. of pattern. lOd. or 20 cents. 

Combinations are especially adaptable to the fashion, and velvet, — 8 -•- 

Astrakhan, corduroy, novelty goods, etc., will unite effectively with » aT)IF*«’ TACK FT 

light-weight cloths and coatings, such as broadcloth, diagonal, tricot, 

lady's-cloth or any of the fashionable goods favored for top garments. ,For HionratsoM « p “* r 

One material may be used, if preferred, and when such is the case, a No. 3535.—This jacket is exceedingly stylish in effect and is 
very handsome cape may be produced by covering the yoke and shown made of heavy diagonal cloth and plain velvet The adjust- 
collar with a fancy design iu braiding done in soutache or metallic raent is performed by single bust darts, under-arm and side-back 
braid or in braid to match the goods. gores, and a curving center seam that ends below the waist-line at 

We have pattern No. 3532 in ten sizes for ladies from twenty- the top of hemmed coal-1 a; Each front is widened by a wide lap, 
eight to forty-six inches, bust measure. To make the garmeut as which narrows toward the lower edge; and a double-breasted clos- 
repreaeuted for a lady of medium size, will require half a yard of ing is made with buttons and button-holes. The jacket in front of 
seal-plush fifty inches wide, with five-eighths of a yard of Astra- the side-back seams extends only to the hips and is lengthened by 
khan twenty-seven inches wide, and a yard and a-half of silk coat-skirts that are gathered scantily at the upper edges to fit them 
twenty inches wide to line. Of one material, it will need a yard nicely over the hips. The back edges of the coat skirts join tho 
and three-eighths twenty-seven inches wide, or seven-eighths of a skirt edges of th. back, with which they form coat-plaits that aro 
yard forty-four inches wide, or three-fourths of a yard fifty each marked at the top with a button ; and the front edges are turned 
inches wide, or three- under for hems and 

fourths of a yard Gf- _ ** arc lightly at the 

tv-four inches wide. center of the front, 

ft-ice of pattern, lOd. In the joining of tho 

or 20 cents. Bt\ IS »k If skirt and jacket a 

broad pocket-lap is 
included at each side; 
it is triple-pointed at 
the lower edge and 
extends fiom tho 
bust dart almost to 
the side-back seam. 
At the neck is a 
standing collar; and 
the full sleeves are 
gathered at the top 
and Imttom and ar¬ 
ranged over cont- 
NhAped linings that 
are exposed to cuff 
depth and fuccd in 
cuff' fashion with the 
cloth. 

The mode will de¬ 
velop stylishly in all 
sorts of coatings or 
jacket ina ter nils. 
Cheviot, diagonal, la¬ 
dy s-cloth, wide-wale 
diagonal, serge, tricot 
ana figured novelty 
goods are especially 
favored for such gar¬ 
ments, and velvet will 
unite handsomely 
with any of these. 
Astrakhan will prove 


LADIES' CAPE, 
WITH LOWER SEC¬ 
TION ACCORDION- 
PLAITED OR 
GATHERED. 

(For Illuitntfon* 

1‘utfo veu 

No. 3514.—This 
cape is represented 
with the lower section 

S tud at figure No. 

L and gathered at 
figure No. 437 L. 

The pattern of the 

R t is'so planned 
e capo section 


is plain cloth. 


The upper part is a 
Pompadour yoke, 
which is fitted by 
shoulder scams and 
closed invisibly at 
tho center of the 
front. The upper edge 
of the cape section is 
shaped to fit the out¬ 
lines of the yoke and 

produce a stylish __ _ 

curve over the sboul- oroc or.jc upon the sleeves, 

dors. One pattern is 0049 We have pattern 

provided for both Back Vkm. No. 3535 in thirteen 

arrangements of the Lames' Coat. (Copyright.) sizes for ladies from 

cape, but when the For DocHdOob m ru. * twenty-eight to for¬ 
gathered capo is pre- puon •« '■**»©.) ty-six inches, buBt 

ferred, the cape sec- measure. To make 

tion is made narrower, perforations in the pattern and directions on the garment a« represented for a lady of medium size, will require a 
the accompanying label indicating where to cut the section off. yard and three-eighths of diagonal cloth fifty-four inches wide, with 
When the accordion-plaiting is desired, the section should be cut a yard and five-eighths of velvet twenty indies wide. Of one mate- 
out and sent to any place where such plaiting is done. The lower rial, four yards and a-half twenty-two inches wide, or two yard* and 
outline of the cape is uniform. At the neck is a high Medici collar three-eighths forty-four inches wide, or a yard and seven-eighths 
that rolls over softly at its upper edge, with stylish effect. fifty-four inches wide, will be found sufficient. Price of pattern, Is. 

The mode is adaptable to all varieties of dress goods, such as cash- 6d. or 35 cents. 




COAT 


m.M..|y.... fm v'na 1 "! i-'t^uo 

' ••• : *”• nH 1 • ' •'■ 1 l ’ • , J,f - 

side-back gores, and a M0 arm and side-back gores 

curving center seaui that "" " ,m \ / und a curving center seam, 

terminates slightly below V the seams being all discon- 

the waist-lino. The side- V4<^E* .'«■ , \ • tinued a short distance bc- 

back w arns disappear a \ , \ low (be waist-line to form 

little below the waist-line tiPSlSB ' 3311 \ square tabs. All the tabs 

at the top of coat-plaits, \ *\t \ are outlined with braid, 

and the closing is tnado . which is coiled in a tre- 

with buttons nnd button- V^[W |a /*** fine. foil design at the ends of 

holes. The basque ia Vm the seams and continued 

pointed at the closing, (555- UP along Ute edges of the 

arched well over the hijis, I jacket fronts. The latter 

and falls at the back in Jail are trimmed in military 

two slender coat-tails in FYont Viev. style down the front edges 

true military style. The La dies' Wrap. (Ooptjuoht.) with ornaments formed of 

neck is finished without a similar braid. At the neck 

collar and is followed by ‘ ’* npoo ° *« act . jg a standing collar that is 

a band of fancy braid; and cut rounding at its front 

n similar band is applied upon the lower part of each of the coat ends and outlined with braid, a row of braid also covering its seam- 
sleeves, which are drawn by gathers at the top to produce a raised ing to the basque. The fancy sleeves are arranged over coat-shaped 
effect above the shoulders. linings The outside seams terminate in dart fashion a little above 

Thu mode is adaptable to all sorts of dres« goods, such as serge, the elbows, and in one edge of the seam a trifle below its top 
cheviot, cashmere, brilliantine, homespun suiting, carnel’s-hair or any two small upward-turning plaits are made to produce a pretty 
of the popular fabrics used for dresses, and fancy braid, cord, braid fulness at the elbow. The fulness at the top is arranged in plaits, 
passementerie, chenille garniture or any preferred* style of trimming^ and the high eflect above the shoulders is produced by several taek- 
tnay be added. The basque may accompany any style of walking ings made to the lining some distance below. The wrists are out- 
skirt, and the same material may be used for both, or a decided lined with braid and decorated with graduated strips of braid coiled 
contrast will be stylish. in trefoil design at the top to accord with the military decoration on 

We have pattern No. 3504 in thirteen sizes for ladies from twen- the jacket fronts, 
ty-eight to forty-six inches, bust measure. To make the garment This very stylish basque is designed to be worn with skirt No. 
for a lady of medium size, will require three yards of material 3498, although any variety of walking skirt may accompany it, with 
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good effect All kind*, of dress good?, such as cashmere, cheviot present s a souare effect at the back. The full sleeves are made over 
' homespun suiting, Ilenrietta cloth, flannel or any preferred fabric, coat-shaped linings: they are gathered at the top to stand stylishly 
---‘ ' ‘ high over the 'shouf- 


will develop stylishly; 
by the uuyle; and 
fancy braid of all 
kinds, narrow velvet, 
moir6 or pros grain 
ribbon, etc., will form 
an effective decora¬ 
tion, and tnay lie ar¬ 
ranged in any prefer¬ 
red design. 

We have pattern 
No. 3497 in thirteen 
sites for ladies from 
twenty-eight to forty- 
six inches, bust meas¬ 
ure. Of one mat. rial 
for a lady of medium 
site, the garment re¬ 
quires four yards and 
a-half twenty-two 
inches wide, or two 
yards and a-fourth 
forty-four inches 
wide, or a yard and 
seven - eighths fifty- 
four itlchea wide. 
Price of pattern, Is. 
3d. or 30 cents. 


LADIES' BASQUE. 

(For niuatmiiimi 
***> *»•> 


352T 


Ymc. 


/Voai Vkk. 

Ladies’ Wa*r. 


No. 3488.-By re¬ 
ferring to figure No. 

433 L in this maga- 
sino, this basque may 
be seen made of chev¬ 
iot and velvet, with 
buttons for decora¬ 
tion. 

Woollen droM goods 
were in this instance 
employed in making 
jue and a plain 
adopted. The 
has fronts of 
lining adjusted by 

double bust darts and closed at the renter with buttons and button¬ 
holes, over which is arranged a full front, that i« included in the 
•boulder and under-arm seam* at the right sido and fastened with 
and oyes to the corresponding scams at the left side. The ful¬ 
ness is regulated by 
two row* of shirring* 
arranged at the cen¬ 
ter or each shoulder 
edge; and al the 
waist-line it is con¬ 
formed nicely to the 
figure by three rows 
of shirring* at each 
side of the center. 
The shitring* at the 
right side are tacked 
to the lining, and 
those at the left aide 
and at the left shoul¬ 
der edge are stayed 
bv strips of material 
underneath. Over a 
bock of lining that is 
fitted by side-back 
gores and a curving 
center seam a seam- 


ders, while below the 
elbows they are close- 
fitting, the wrists be¬ 
ing plainly finished. 
The high standing 
collar at the neck is 
closed at the leftside. 

Henrietta doth, 
cashmere, serge, fould 
cheviot, tweed and, 
in fact, ull dress goods 
will develop attract¬ 
ively bv the mode; 
and although applied 
trimming is not ne¬ 
cessary ,a simple deco¬ 
ration of fancy braid, 
galloon or possemen- 
terio for the wrists 
and collar will bo in 
good taate. 

We have pattern 
No. 3488 in thirteen 
sizes for ladies from 
twenty-eight to for¬ 
ty-six inches, bust 
measure. To make the 
gurinent for a ludv of 
medium size, will re¬ 
quire three yards and 
ao-cighth of material 

twenty-two inches 

wide, or a yard and 
a-half forty-four in¬ 
ches wide, or a yard 
and three-eighths fif¬ 
ty-four iuchcs wide. 
Price of pattorn, Is. 
3d. or 30 cent*. 


(OorrwoHT.) 

<Fe* DweHptioa m« !*■*« K7.) 


LADIES' BLOUSE. 
(Known ah TO Ox- 
ioro Sjiirt.) 

(Fur IlliiKitMloni m« 
I'wWl 


Front 

Ladies' English Cape. (Copyright.) 

(For DencripUoo see Page 857.) 


No. 3484.-By re¬ 
ferring to figure No. 432 L in this Dulineator, this blouse may be 
obrerved developed in figured silk. 

The blouse is here illustrated made of figured China silk. A box- 
plait is formed at the front edge of tbo right front, and the loft front 
is turned under al the 
front edge for a hem, 
the closing being 
made through the 
plait with button* 
and bunon-hole*: nod 
back of the plait and 
Lem a pretty fulness 
isgathered in the neck 
edge* and fall* free 
below. The upper part 
of the back cousistx of 
a shallow yoke, to the 
lower edge of which 
is joined the lower 
portion: the fulness 
of the lower portiou 
is arranged in a box- 
plait at the center m 
the upper edge and 
fails free below. The 
back is joined to the 
fronts by under-arm 
and shoulder 


less back is arrange.!, 
five rows of shirriog 

drawing the fulness and the fulness is Ladies 
becomingly at the confined at the waist 
waist-line. The ad- by a belt that is 
justment is completed pointed al its ends. 

by under-arm gores; and the lower outline of the baaqoe describes a The blouse extends some distance below the bell and may bt worn 
point at the center of the front and, curving well over the hips, under or out ide the skirt, and with the belt or any style of girdle, 


Back View. 

English Cape. (Copteioht.) 

(For inscription see Page »7.) 
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as preferred. Tin* rolling collar is mounted on a hieh band that is and the loose edges of the waist are narrowly hemmed. T* 
closed with buttons and button-holes and shaped to fit comfortably, collar* are provided by the pattern as shown in the illustrations: 
The shirt sleeve is gathered at the top. and its lower edge is joined one is a narrow, Uim-over collar and is mounted on a band 
Without fulness to a deep cuff; the seam at the outside of the arm h that is tapered narrowly at its front ends; and the other is in 
terminated at the elbow in dart style, and is left open some distance standing style and is turned over at its front ends in Piccadilly fash- 
from the cuff, one edge being finished with an overlap and the ion. The shirt sleeve is gathered scantily nt the ton and bottom and 
Other with a narrow hem. The cuffs and openings are closed with finished with a deep cuff, that is closed with studs in line with a 
buttons and button-holes. slash that is made to a convenient depth at the back of the arm. 

All sorts of dress goods may b.* used for such blouse.-, fancy or The back edge of the slash is finished with an overlap that is 

plain ilannel, outing pointed at the top 
cloth.ei~, beingespe- and stitched at all its 
dally liked. Surah, edge*, and the other 
China, India or any wipe of the slash is 
of the wash silks will narrowly hemmed, 
also make up hand- The fulness of the 
comely, ami so will back is regulated by a 
cotton goods. If pre- tape drawn through 
ferred. a canvas or a casing applied un¬ 
leather belt may be demeath across the 
worn instead of the back and tied about 
one given. the waist. 

We have pattern The waist is appro- 
No. 3184 ill thirteen priale for use with 
sixes for ladies from all styles of walking 
twenty-eight to for- skirt.-, but is ex pret¬ 
ty-six incb.-s, bust ly adapted to the 

measure. To make round, gathered and 
the blouse for a lady plaited skirt*just now 
of medium size, will so fashionable. Per- 

3 lire three yard* C*tc. batiste, cambric. 

seven-eighth* of chan:bray and Surah, 
material twenty-two India. China or wash 
inches wide, or three silks will develop 
yards and a-iialf handso.i ely by the 

twenty-seven inch**- mode. The wni-t i* 

Wide, nr two yard- especially pretty for 
and three-eighths lawn tennin or other 

ir inches wide. Price outdoor sports and will often be worn with a blazer. Flannel and 

outing doth will also make up nicely in this wav. The decoration 
will depend largely upon the material chosen. Fancy and machine- 
stitching applied in lines will be the most appropriate decoration for 
- wai-ts made of cambric, percale, muslin, outing cloth or any of the 

fashionable wash silks. A contrasting shade of material may ho 
used for the collar and culls. The waist may I* worn underneath or 
.(rated at figure No. outside the skill, a* preferred, and with either a giidle or a belt. 


Pack ristc. 

Ladies’ Cape. (Ooptbioiit.) 
(Par Ikecripaao «c* Pwjr t»T.i 


Front Fine. 

Ladies' Caps. (Copyright.) 

(For Daacrtjjttan Pan* WT.l 


Ladies’ Cape, wrm Loweb Section Accor 


Front Fhw, Showing Accordion-Plaited Co/*- 

Section. 


diox—Plaited ob (Jatuebei*. (Copybigiit.» 
(Pot Pr-cription we Page C3&l 


Back View. Showing Accordion-Plaited Cape■ 


■titohed to position near its outer fold, a line of stitching being also 
made along the fold of the hern to produce the effect of a box- 
plait. Back of the plait in each front three tucks are made, and the 
closing is effected with studs through eyelets in the hems. The 
upper part of the back is a shallow yoke, to the lower edge of 
which is sewed the scantily gathered top of the lower portion, the 
gathers being made about midway between the arms'-eves and 
the center. The front* and hack are joined by shoulder seams, and 
under-arm seams that end a short distance above the lower edge. 


yard and three-fourths forty-four inches wide. Price of pattern, Is. 
3d. or 30 cents. 

- ♦ 

LA DIBS' BODICE-GIRDLES. 

(Par ItliuiraUnns tee Page CM.) 

No. 3510.—One of these girdles is again shown at figure No. 
434 L in this magazine. 

The girdles are here pictured made of velvet The larger girdle 
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readies well up under the arms and i< prettily arched over the hips. AU sorts of washable laces, croehetted edging, Hamburg embroidery, 
while the smaller girdle is scarcely more than belt depth under the etc., may be used for decoration, and feather-stitching may orna¬ 
ment the arni's-eye and neck edges and the top and 
bottom of the busf section. 

We have pattern No. 3i»01 in thirteen sizes for ladies 
from twenty-eight to forty-six inches, bu*t measure. 
To make the garment for n lady of medium size, re¬ 
quire* a yard and a-half of material twenty-seven inches 
wide, or a yard and n-fourlh ihirty-aix inches wide. 
l’ri*x- of pattern, 10 <l. or 20 cents. 


LADIES' WALKING SKIRT.. 


.For lUiutaUona Ps*r 9to.) 


No. 3505.—Other views of this skirt may be ol.served 
by referring to tigurea Nos. 443 I. and 440 L in this 
magazine. 

The skirt i> here repre s ented made of dress goods 
and trimmed with velvet ribbon in two widths. The 
regulation four-gored skirt was adopted for the foun¬ 
dation. and the lower part is faced for some distance 
with the material and tnmmed at the bottom with a 
row of velvet ribbon. Tape is passed through an ap¬ 
plied casing at the hack to draw the fulness backward, 
and 3 small bustle may bo worn, if desired. A full 
drapery is arranged upon the skirt and is dram-d to 
show it effectively at the bottom. Four forward-turn¬ 
ing plaits at each side of the renter of the front flare 
stylishly into the drapery and produce a gracefully 
wrinkled effect, and between the plaits the top is gatli- 


Front Fine. Back 

I.v mis' Jacket. (GoeriuoirT.) 

(For IteseHptioa -V Pk* «*».» 




(For Illustration. P»£r ».) 

No. 3501. —This corset-cover is pictured made of 
muslin and trimmed with lace. It bfitted smoothly by 
double bust and single under-arm darts, side seams ami 
a well curved center seam. The upper part of the front 
consists of a deep, round yoke, to the lower edge of 
which is joined the upper edge of a full hust-seetion. 
The fulness of the section is drawn by gathers at the 
upper edge, and also at the lower edge, where it is 
joined to the upper edge of the front, a tape being sewed 
underneath along the edge of the front to strengthen it 
The closing is made with buttons and button-holes. 
Tile garment is fashioned with a high neck, which is 
decorated with a frill of lace, and a similar decoration is 
applied to the nrms'-eves. Perforations in the pattern 
show where the neck may be cut low in round or V 


3501 

Front I* 

Ladies’ Coat Basove. (Coptright.) 


i Fat 


we Page 2RB.) 


shape; and the decoration may lie the same in either 
case. • - 

This corset-cover is very comfortable, and the intro¬ 
duction of the bust section is an especial feature which _ 

will commend it to many women. The mode is adaptable to cam- ered; at the back the top is gathered up coarsely, disposing the 
brie, linen, muslin, wash silk or any material used tor such garments, drapery in natural folds, and at each end of this gathering live drnp- 


armi. In construction the gird!.- are exactly alike, 
having front and back section* and two ride-gores at 
each ride, all joined bv suitably curved seam* that are 
well boned. The girdles are lined with rilk and inter- 
linod with heavy canvas or crinoline, and are bom*! 
just back of eyelet* made along the front and back 
edges, which are closed with cord laced through the 
oyolcU. The upper and lower outline* of the girdles, 
are deeply curved at each side of deep poinU at the cen¬ 
ter of the front and back. 

Thou* girdle* will develop charmingly in velvet, cor¬ 
duroy, heavy rilk or any kind of drew good* and will 
form stylish accompaniment* to aim oat any toilette. 
The sesots will always be boned and an interlining of 
canvas added, u* thi* help* preserve the superb adjust¬ 
ment. Feather-stitching forms a pretty decoration for 
tho upper and lower edges of the girdle* and will often 
be adopted. 

W« have pattern No. 3510 in nine sizes for ladies 
from twenty to tbirtr-rix inches, wai*t measure. To 
make the larger girdle for a lady of medium size, will 
require three-fourths of a yard of material twenty inches 
wide, with three-fourth* of a yard of silk twenty inches 
wide to line. The smaller ginlle needs half a yard of 
goods twenty inches wide, with half a yard of silk 
twenty inches wide to line. Price of pattern, 10d. or 

20 cents. 

-♦——— 

LADIES' CORSET-COVER. 


Front RriA 

Ladies' Jacket. (Copteicrt.) 
(For Dwcrlpiton w Pi*r -Ofi.i 


Back View. 


t 
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Cry Is lifted stylishly by a tacking made close to the belt, which fin- are slashed at cadi side for a convenient distance from the top, and 
isiics the drapery and skirt together. Three rows of velvet ribboo. the back is gathered and finished with a band, in which are made 

button-holes that pass over buttons upon the lower part 
* of the yoke, thus effecting a dosing below the corset. 

The lower part of each leg is slashed tor some distance 
MmimK at the outside, and the slashed edges are finished with a 

' fac.ng. The lower edge is gathered and joined to a 

td yllfiw band, that is decorated with Hamburg edging and dosed 

7*^1 at the side with a bultou and button-hole. 

■ J These drawers are particularly favored by ladies in- 

S » idJ' •' I I dined to embonpoint. i lie smooth adjustment at the frout 

i -' CT aT I feature. They *' "• •I >n 

t J muslin, linen, cambric, llannel, Canton flannel or any 

f >1 ‘ • r - II 

f. I 3 washable laces, such as torclion, Medic. or Valenciennes 

\ Ly «Ti»*l»<'ited trimmiiig. im'ding, eic..*ut:iy provide thodcco- 

ration. 

We liavc pattern Xo. 115111 in nine sixes for Indies 
from twenty to thirty-six inches, waist measure. To 
make the garment for a lady of medium size, will call 
for three yards and n-haif "of material twenty inches 
wide, or two yards aqd three-fourth* twenty-seven 
inches wide, or two yards and a-hidf thirty-fix inches 
wide. Price of pattern. lOd. or 20 cents. 


Front View. Back View. 

Lambs’ Basque, with Jacket Fronts. (Copyright 


(P.ir De»crip(ioD wc I'.^r SW.* 


LADIES' WALKING SKIRT. 



Tan-colored lady s-cloth was in this instance chosen 
for tbo skirt, add an cflcolive arrangement of dark- 
brown silk braid form* u handsome garniture. The skirt 
is ladiioucd in the approved four-gored style and may 
lie worn with or without n small bustle. Over the 
front i* a drapery which is arranged at the top in a series 
of soft folds and wrinkles produced by throe upward- 
turning, overlapping plaits in each side edge at the top. 
Below the plaits the drapery full-, smoothly to the edge, 
and the side edges aro hemmed and tacked to the ikirt. 
The side edges of the full back-drapery meet the corre¬ 
sponding edges of the front-drapery at the belt. Mow 

which they llaro 
slightly to reveal the 

« * k i r t in inverted 

V-outlino: uud those 
edges are, like the side 
edges of tlio front- 
drapery, hemmed mid 
tacked to position. At 
the center of the back 
the drapery falls in 
long, unbroken fold* 
from gathers at the 
top, and n placket is 

31S1 


Ladies’ Basque. (Coi-vriqiit.) 

(Kor Description k* I 1 *** mu.» 


the middle one of which is much wider than the other two, encircle 
the lower part of the drapery, forming a handsome border decoration. 

Tim skirt will develop stylishly in all sort* of dress goods of either 
woollen, cotton or silken texture. Vandyke-point lace or passe¬ 
menterie, Cluny, Mechlin or Irish-point lace, fancy braid, 
or velvet, moire or satin-edged ribbon may ornament 
the lower pnrt of tbo drapery and foundation: or. if 
preferred, a severely plain finish may be adopted. Bor¬ 
dered goods are especially adaptable to the mode, and 
when they are used no other decoration is necessary. /1 

The skirt may b« worn with anv style or basque or j 

bodice, which may be made of the same or of a con- m 

trading material. f 

Wo have pattern Xo. 3505 in nine sizes for ladies F 

from twenty to thirty-six inches, waist measure. Of t 

ono material for n lady of medium size, it will require 
seven yards ami a-half twenty-two inches wide, or k 

three yards and three fourths forty-four inches wide, or £ 

tiiree yards and five-eighths fifty-four inches wide. ' 

Price of pattern, Is. Oil. or 35 cents. ■ 


LADIES’ KNICKERBOCKER DRAWERS, BUTTON 
ING BELOW THE CORSET. 

(For IUoatrauoos *cc Fa^e *6.1 


.For Dcecriptloo see P*ee 300.1 


No. 3513.—These drawers are illustrated made of Fhml riftc - Batli r,Vtt ’- 

bleached muslin and trimmed with Hamburg edging. Ladies Blocs*. (Knows as the Oxford Suirt.) (Copyright.) 

The upper part of ihe drawers consists of a shaped yoke ~ OemMtm 

that is closed at the left side with buttons and button- 
holes. The drawers are shaped by inside leg-seams 

an 1 a seam at the center of the front and baek. The front fits finished at the center. The draperies are trimmed effectively down 
smoothly and is joined to the lower edge *>f th‘ yoke, foe drawers their side edges with ornaments of dark-brown silk braid, which 



264 


THE DELINEATOR. 





an 1 arranged in groups of thr^e ant! form a pretty color contrast, waterproof cloth made up at home are in much better taste. Silk 
The mode Will develop mol attractively in Henrietta cloth, serge, apparel seems wholly unfitted for outdoor wear in rainy weather, 
camel’s-hair, cheviot, tweed und all seasonable dress fabrics; and Not only are the inner edges of the much admired tin trimmed 
combinations of materials and shades will be .-specially effective, skirts in need of protection, but a slight flare at the bottom is also 
If’ desired, the portions of the skirt revealed between the edges of becoming; hence a ruffle of taffeta or glacd silk with pinked edges is 
the draperies in ay he faced with inverted Y-shaped sections of vel- set upon the facing in place of the lately fashionable baiayeuse. 
vet or other contrasting texture. The skirt wx« designed to accom- which has fallen into disfavor. Sometimes two gflk under-ruches 
panv Ladies' basque No. 3497. which may be seen elsewhere in this are added to skirts of very soft-textured fabrics, 
magazine and costs Is. 3d. or 30 cents; but any preferred style The popularity of equestrianism is steadily increasing, with the 
of basque may be result that much at- 

worn. teution is bestowed 

We have pattern . u P on iho making of 

No. 3498 in nine stylish riding gar- 

sizes for ladies from £ff\ lllllj ft a'TTTTW ments. Habits of 

twenty to thirty-six f I 1 mixed wool goods 

inches, waist mean- P | ill'' i often preferred 

urc. To make the ’T\\ \V\ \ MHjflhV /K*. 7/W " VjlMX for general utility to 

skirt for a lady of me- M*' \ '; It*Ml « 'TyIitHHIIm tnTk lr I fliffl those of fine cloth in 

dium size, will re- fj . * \ ll 11 /IIFIiTtM I///|l I jJJjj/fnl a single color. Many 

quire seven yards and f 1 ILll : JI Iwfl'li'nt I 1 *' M' 1 1 women who ride 

three-eighths of mu- I [\* ; if fj JF »l| I / / ililffil 1/ II much have two out* 

terial twenty-two in- . ■' jilt j| I! § 1 y { * Y k l[\ |! Ili.f /7tfM fit-, one. for ordinary 

ches wide, or four W riff# I w w ti 'J\\ II I Mil wear, consisting of a 

yards forty-four inch- It. ^ | [KJm 1 1/ 1 fVKUI^vIl 11 habit of some mixed 

es wide, or three V A ■TlUail E/ | I, // J |U I woollen and a Derby 

yards and a-half fifty- ■. 11 I I / I or n navHl ,u 

four inches wide. IT I JIM Yj I match; and the other, 

Price of pattern, Is. wlO YJ I Vjj Y# for afternoon riding 

Od. or 36 cents. Tl \\ ▼ and dreasy occasion* 


DRIF'I 


Lap:**' Shirt-Waiut. (Cottriout.) 
< PwcnpOge k. Pw SO.) 


08 if they had just stepped down not covered nt luncheons or at 

from one of Holbeins master ceremonious teas; and in many 

pieces; but itisdoubtful if these refined households the dinner- 

clinging skirts a-c as comfortable \ , j A f ^ V Uble only is spread with a hand- , 

os the shorter styles to their Mm ‘“ cloth, breakfast being 

re-tless little wearers. v served like luncheon and supper. 

Fanciful pins for tho hair have ' \ upon shining wood. The effect of 

of late been made of every cou- \ the rich wood tints upon elegant 

ctfvable material, and they now table furniture is highly artistic. ^ 

take their shapes from the va- Very broad sashes are sly 1- 

rious members of the animal * or ! ,ousc ,vear - { ' r fp e dl 

kingdom, sliglit regard being II ~ \ Chine, China silk or Surah the 

paid either to beauty of form or ( / \ full width of tho goods being 

pleasantness of suggestion. j \ finely wrinkled about the waist 

A. tendency to trim the edge and then allowed to spread out 

of a straight, gathered skirt with * 3d 10 as it will The ends are some- 

full ruchings is evinced by many Lapirs’ Bodick-Gibdlxs. (Copyright.) times ravelled and sometimes 

fashionable dressmakers. Skirts if .. ■ ^ finished with netted or knotted 

decorated in this way are not ’* fringe or with fluffy silk or silk- 

graceful when their wearers ore covered balls, the applied deco- . 

in motion, the weighted edges being tossed about rather awk- rations being almost invariably the same shade as tlie Saab, 
wardly by the feet; but when motionless. they suggest the style Half-shawls of fine lace are frequently worn at Autumn garden* 

of the French devolution and are not without a certain charm, parties aud at luncheons, being deftly wrinkled about the shoulders 

unless they are too long. The instep should always be visible and then tied upon the breast in a single loose knot In white they 
when tho skirt has a narrowly ornameuted edge. will also appear at evening entertainments. 

Leg-o’-inutton and oilier prettily shaped sleeves that are not fitted As was predicted some time since, the unreasonable excess ? 1 
to the arms are very popular just now. late displayed in parasol handles has had its natural effect, and P*®! 1 ' 

Silk waterproof wraps are very convenient if one really must go wood handles and natural sticks are now the rule upon all rtfBI • 

out when it rains, but wool-surfaced Mackintoshes or cloaks of fashionable sun-shades and umbrella.-. 
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cries in copper, silver and gold are not novelties, but they black and the other marigold. Sometimes the yellow cord is at the 
liked as ever for vests, collars, cufl's, pocket-laps, bonnet top and sometimes the black, the wearer’s complexion determining 
laments, etc. The new designs are wonderfully artistic which line of color will be most effective next the skin. A black 
nee deemed impossible to trim gray with anything bat feather pompon or ostrich lips with a yellow aigrette, or yellow 
r steel, but the most fashionable Autumnal garments in feathers with a black aigrette arc worn' in the hair with a gown 
-s often garnitured with gold and copper wrought braid decorated in this dainty fashion; and a necklace of Etruscan gold 
iceries as with silver or steel, except in ca-> .- where such beads at the ink. and bracelets of the same metal will complete u 
intended for persons who have lately laid aside formal most harmonious effect 

These pipings are not at all startling when applied on black or 
belts clasped with silver are displayed with au arrange- white, but they are rather surprising, though at the same time ex- 
hich an umbrella with a light-weight handle may be con- ceediogiy pleasing, when seen upon violet, pale-silver, faint blue, 

delicate pink, scarlet, Nile- 
green, etc. In fact, so gen¬ 
erally becoming are they 
that many fashionable wo¬ 
men who’ have studied the 
influences of color upon del¬ 
icate flesh tints are eagerly 
applying the black and yel¬ 
low’ pipings to the tops of 
as many of their gowns as 
are of suitable shape to re¬ 
ceive them. 

Women with high shoul¬ 
ders or short throats should 
remember that butterfly 
l*ows placed at the tops of 
the sleeves or shoulder- 
straps are certain to inten¬ 
sify their defects of propor¬ 
tion. 

The fashionable portrmon- 
ntiir in made of lino leather, 
without metal trimmings of 
any kind. It has a tucked 
side for note*, 
but this the sen¬ 
sible woman, 
who perceives 
the indiscretion 
of carrying any 
L considerable sum 

L in ready money, 

A uses for visiting 

IW cards and for 

II papers of diller- 

1\ uni kinds. The 

114 metal - mounted 

purse is n thing 
of the past. I 
Dainty lamp- 
i 1mA shades of luce, 

Ill cither with or 

without lining* 
\\ of Marcolinesffk 

pinked at the 
t 1 1 edges to follow 

l I the pattern of 

1 1 s\ the lace, are be- 

| ing made up for 

4 i 14 use during the 

ISv long Winter 

I 1 Vi evenings. The 

I 114 tone of the room 

in which shades 
AtfiK of this kind are 

to l>e placed 
must, of course, 
be considered in 
selecting their 
colors. which 
may match or 
contrast harmo¬ 
niously with sur¬ 
rounding ob- 
an expensive kind, machine-woven 
lost frequently chosen; and it may 
h suitable dyes, which may be pur- 


>f iw. fhek I 

Lakics* Comr-Cow. (Cornuawr.) 


nation for mich 
dresses will he 
supplied by pale- 
pink roses, un¬ 
less pink plimi- 
uge is preferred. 

A black velvet 
band arranged 
about the throat, 
with, perhaps, a 
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display the tine plaiting*. The only reason that can be assigned for which case a high flaring collar, slightly open in front, will display 
usiug accordion-plaits upon sombre gowns is that derm-trains are the throat charmingly. A cdllar of this description may be shaped 
more likely to be worn by those in mourning than by women who by a lately published pattern and aided to any one of the popular 
dance, and. of course, accordiou-plaits never look well when trailed varieties of tea-gown. 

or when their lines are tooiong to be graceful It is said that no fabric for Autumnal vests can be too picturesouo 

There can be no doubt that the Abbd Galant shoulder-capes will or dressy and no style too severely simple to meet the varied 
continue in vogue all Winter, for they are convenient a* well as requirements of tasteful women. The plainly made woollen street 
becoming, being readily added to costume will as a rule have no 

a long or short coat when extra decoration other than a simple 

warmth is required, and as easily *—and pretty or a rich and decidedly 

removed when no longer needed. M \ l \ dressy vest. She who bad a 

It iri well to have a new and 0 X draped skirt last season has but 

distinctive name for shoulder 
capes, since they are by no 
means novel in their general style. 

Rod in go tea of glossy black silk, 
lined with plush or with any 
other warm and becoming mate¬ 
rial. will be very popular, hut 
will be incomplete for many 
women without a shoulder cape, 
also daintily lined. <>n mild days 
the cape may t»o carried upon 
the arm with its inner side folded 
outward to nerve as a charming 
illumination for the toilette, ami 
II will he found a true friend in 
need in ease of a Midden lower¬ 
ing of the temperature. 

A single handsome bracelet 
upon one or cm n wri-t is now 
the fashion able preference, in¬ 
stead of a cluster of less valuable one?. When a number of 
lets are tints grouped togeti er, they have a cheap, tawdry etl.vt. 
unless made of really precious materials or uniquely and artistically 
designed. 

Velvet trimmings flatly applied along the edges of undraped ot 

slightly draped walking skirts will continue in vogue throughout the that are not self-trimmed with kmie-plaitinga, and they are eq 
prescut season. They may consist of ona five-inch and one three-inch appropriate for those who are ' 

bias band of ran wear colors, 

piece velvet or H lack-an d- 
of several rows while striped 

X of velvet ribbon silks are selected 

/ / *' Vx ^Pil in the same or for tea-gowns by 

gr:id<d widths; those who nr>’ 

a,lJ ,i ". v waring all-black 

£±J [ match the skirt in the street; 

| i» hue if there i* 

be ,, |">" ai » in**Tl* , d long 

mm any color. short full Test, 

EPF B MM Next ill p*>p- it »» made of 

/oA—j Ift-iA. B ularitv to skirt plain white or 

Sgmd fe M decorations of |daiu black 8u- 

h/L jj Velvet ribbon, rah or «ilk crop- 

l’ T T M and for young ehne, tiie wcar- 

flr B WgM B womentb«-y may .-r s are and the 

I , BM really »** classed length of time 

first, are black l-ereave- 

/ Lj r^y* woollen braids inert determin- 

I *$r | P ;--i upoa • ■ mr * ' • 11 • r 

w edge with any black or white 

/ X. J I j; 1 high color, the should I <e chosen. 

/ 3^1 r 4ri *€ J H piping being fin- Thepictur- 

r fawaftj pB; jp&l irbed with a sin- esqa-mess of 

/ P®*#* sj[l g' fin- am « of • r< i<e«H*orval 

| | I|B[ vilver. gold «* |- a«art - »-slice 

■■ copper. A sim- may to a certain 

■ -I— : '■* ilar garniture i- «“\sent W attain- 

I JWhm&H >/§• ^^B applied upon the by wearing 

»l M *§» jnl cuffs, collar and liie bodice-gir- 

pocket-laps of die, which is 

jackets, and well calculated to 

vests arc some- emphxrire every 

frvir-Front \iew. times almost graceful line of 

Lamm’ Walking Skirt. (Copyright.) covered with the figure. 

„ „ „ crosswise lines Tbemostpai- 

.PotDewnptu.nse.r^aa) of the handsome iy colored tar- 

trimming. taus will be 

Tea-gowns to be worn by the hostess at semi-formal dinner par- wholly devoted to misses’ and children's gowns, the sleeves, collars 
ties are stylishly made up in matelass^ satins showing rich Pompa- and accessories of which will frequently be cut from black velvet or 
dour colors. The full Fronts are sometimes cut low and square, and from plain goods roatebiug any color in the plaid, 
sometimes a pointed effect is produced by surplice arrangements of Barf buttons or several lines o! soutache braid will trim the plwd 
lace, crevt de Chine or whatever fabric is used for this part of the gowns of both ladies and misses, if decoration of any kind be desired, 
gown. Whgn a girdle of rich silk braid or rope or a. much-wrinkled Persian lamb or Astrakhan and seal-plush again form a favored 


to uuloop it, press it nicely upon 
the wrong side, shape it accord¬ 
ing to one of the ialu modes and 
hang it again on its old founda¬ 
tion. Then a stylish vest may be 
inserted in the waist or basque 
(in place of the old vest, if there 
was one); and the resulting cos¬ 
tume will very likely be more 
attractive than the original. If, 
however, perfect results cannot 
be atiainci by reason of tins ex¬ 
cessive wear to which the gown 
was subjected last year, the re. 


Front ^irw. Burl Vmv. 

Lamm' Knonuonn Duwrn, Bcttoxixu Below tux i 

(OormMBT.) 

(for iMcnptlua tern 1‘a.c 9U 


modelled costume will Mill be of 
value in sparing a new one from 
early ill usage in stormy weather. 

The accepted invalids’ gown 
i» of white cam cl'a-hair or vail¬ 
ing, with or without a front of 
ir China silk. a dainty effort Wing produced by a girdle of white 
cord or braid or a *a*h of China silk tied at the aide-front. Jf 
criy shaped and neatly mad.-, such a gown may bo laundered 

wgely used to trim woollen wraps 

lunlly 

in mourning and for those who 


3198 

Left Side-Back View. 

Ladies’ Walking Skirt. (Ooptriqitt.) 
< For Description w Pa*e 203.» 



FIGURE No. 453 L 
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Kill cue No. *53 L.— In the present instance the costume is shown developed in serge, 

MASKS' 003TUMK. velvet and silk, with passementerie for decoration. The full, 
iPoc lUaitnUon ** round skirt is hemmed deeply at the bottom, and the top is drawu 
thi* P«s*.> by gathers, below which the fulness is pressed into shallow, back- 

Fiocre Xo. 453 L. ward-turning plaits that are tacked across the front at each side of 
—This illustrates a the center, where a box-plait is formed. The back is arrauged At 


Figure No. 455 L 


FIGURE No. 453 I-Misses' Costcme.—T his illustrates Pattern No. 3502 (copyright), price Is. Gd. or 35 cents. Figure No. 454 L.—Misses' 

Toilette.—T his consists of Misses' Basque No. 3t$9 (copyright), price Is. or 25 cents; and Skirt No. 3492 (copyright), price la. 3d. 
or 30 cents. Figure No. 455 L.—Misses' Dress.—T his illustrates Pattern Na 3525 (copyright), price Is. 3d. or 30 cents. 

(Far Dwcripaoo. *x Pa grt 207 to «9> 


Misses costume. The pattern, which is No. 3502 and cists Is. 6d. each side of the center in well pressed, backward-turning plaits 
or 35 cents, is m seven sizes for misses from ten to sixteen years which flare^oward the bottom; and the top of the skirt is finished 
of age. and is differently portrayed on page 272 of this Delineator, with a belt, a placket opening being made at the left side. 
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Floras No. 45* L.—M18SBS* TOILKTTK. 


The picturesque bod- The mode is wonderfully stylish and will develop handsomely in 
ice has a full yoke, a all varieties of dress goods, combinations being especially adaptable 
plain and a surplice to it. Pretty contrasts of colors a# well as materials will be very 

effective in a costume of this kind, and fancy 
braid, passementerie, lace, etc., may be used for 
decoration. Soft woollens and silks will make 
up with peculiar grace, as they display to advan¬ 
tage the soft folds that are an admirable feature 
of the mode. 

The stylish hat is faced with velvet and trim¬ 
med with long and short loops of ribbon, the long 
loops standing high at the right side near tlie 
front. 


Flora* Nik 456 L 

front and a plaited, low- 
ncckcd back, all of which 
are arranged over a smooth 
liuing that is adjusted by 
single bust darts, under¬ 
arm and side-back gores 
and a curving center seam, 
the closing being made 
invisibly at the center of 
the front. The yoke is 
gathered at its nnptr and 
lower edges and passes 
under the outside portions. 
The plain front is at the 
left side and is made |*er- 
fectly smooth by a plait 
laid in tho lower edge, 
which takes the place of a 
and crossing it styl¬ 
ishly from the right side 
is the surplice front, which 
is arranged in soft plaits 
at the shoulder and arm's- 

S o edges and turned un- 
r for a hem at the upper 
edge. The fulness at the 
front edge of the surplice 
front is drawn by gather.-, 
and secured beneath a ros¬ 
ette of the material. A 
low-necked back is ar¬ 
ranged over tho lining, 
being laid in three plaits 
at each side of the center. 
At tho neck is a standing 
collar overlaid with pas¬ 
sementerie, and similar 
decoration follows the out¬ 
line of the plain front. The 
full sleeves are arranged 
over coat-shaped linings, 
and each is cut out at the 
lower part ou the upper 
side to expose the lining 
in pointed cuff shape, the 
cuff effect being heighten¬ 
ed by a facing of velvet 
that ’is decorated at the 


Fwca* No. 457 L. 


rises for misses f 
and is different! 


(For Illustration ** Page 

Florae No. 454 L.—This consists of a Misses' 
walking skirt and basque. The skirt pattern, 
w hich is No. 3492 and costs Is. 3d. or 30 ecuts, 
is in seven sizes for misses from ten to sixteen 
years of age, and is shown again on page 280 of 
zinc. The basque pattern, which is 
and costs Is. oi 25 cents, is in seven 
misses from ten to sixteen years of age, 
(Terentiy pidhired on page 277. 
Cream-colored China silk showing dark-green 
dots and velvet matching the dots are here united 
in the toilette. The foundation skirt is in the 
popular four-gored style, and a small bustle may 
be worn, if desired. A full drapery is arranged 
over the skirt, concealing it entirely. The drap¬ 
ery is disposed in two deep, forward-turning 
plaits at catch ride of the center of the front, tho 
plaits extending with fan effect to the lower 
edge; and haok of these are made two shallow 
plaits that tlare into the drapery. At the back 
the drapciy i« arranged in a double l>ox-plait at 


Floruit No. 456 L.—M BBSS' lUsytE. —This illustrate Pat 
■No. 3503 (copyright}, price Is. or 25 cents. Floral: No. 45‘ h. 
—Misses' Coat.— 1 This illustrates Pattern No. 3524 (copyright}, 
price Is. Gd. or 35 cents. Floras No. 45# L—Misses Jacket 
ash Cap.—T his consists of Misses Jacket No. 3491 (copy¬ 
right}, price Is. or 25 cents: and Cap No. 3166 (copyright}, 
price 5<L or 10 cents. 

Pagr* KV aod 271.* 


Floras No. 458 L. 


top with passementerie. The fulness at the top and bottom of the each ride of the center, and in front of these plaits at each side are 
sleeve is drawn by gathers, and the top rises fashionablytbigh above laid two forward-turning plaits which flare into the drapery. 1 he 

almii'ditr * bottom of the drapery is decorated between the deep plaits at 


the shoulder. 


drapery 


each 
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side with a baud 
of velvet, and 
the top of the 
skirt is finished 
with a belt, a 
removable girdle 
fumislnrd by the 

K tern Wing 

e omitted ou 
account ot the 
style of the 
basque. 

The fanciful 
basque has a 
full front and 
back, which are 
arranged over a 
smooth lining 
fitted by single 
bast darts, side- 
back gores and 
a curving center 
seam and closed 
with buttons and 
button-holes at 
die center of the 
front. Th.* ad¬ 
justment of the 


liasque is com¬ 
pleted by under¬ 
arm gores. The 
full front closes 
invisibly along 
the left shoulder 
and under-arm 


Cluny lace will sometimes be used for decorating the drapery 
between the plains, and similar lace may bo applied to the sleeves 
and collar. 

The hat is faced with velvet, and velvet to match is draped care¬ 
lessly about the crown. 

Figchk No. 455 L—MISSES' DRESS. 

(Tor Iliortwtioo ire P«c »7.) 

FiorRE No. 455 I..—This illustrates a Misses’ dress. The pattern, 
which is No. 3525 and costs la. 3d. or 30 cents, is in seven sizes for 
misses from ten to sixteen.years of age, and is differently portrayed 
on page 272 of this publication. 

The dress is here pictured made of deni camel's-hair, and the trim¬ 
ming consists of satin-edged ribbon. The full, round skirt is formed 
of joined breadths of the material and is finished at the bottom with 
a deep hem, above which are applied threo encircling rows of rib¬ 
bon. The top is drawn by gathers to the required sizo and is sewed 
to the fanciful body, which is fitted by under-arm and side-back 
gores and closed at the back with buttons and button-boles. Pret¬ 
tily arranged over the front is a surplice that is gathered at each 
shoulder edge, where it enters the seam for a short distance; at the 
center of the front the fulness is drawn down by a row of gathers, 
and a fancy buckle conceals the gathers. The surplice disclose* the 
front in V outline, the exposed part being decorated with a row of 
ribbon at the center, at each side of which is a row of similar ribbon 
that flares from the buckle to the shoulder seam. Tim back, which 
is arranged on the fitted lining, is laid in two plaits at each side of the 
closing, and the back edges are hemmed. The standing collar of the 
pattern is here omitted, and a full niching completes the neck. The 
stylish leg-o'-mutton sleeves are gathered at the tops to rise fashion¬ 
ably high above the shoulder*; each is slashed for u short distnneo 
at the bottom on the upper side, and a bow of ribbon is placed ut 
the back of the arm, one end of the ribbon being caught under the 
slash. A full cluster of loops and ends of ribbon of unequal length* 


0 KiorBE No. < 

seams and is faced with velvet 
in deep V-outline at the center, 
the facing extending nearly to 
the wai«t-line. The fulness of 
the front is drawn by gathers at 
the shoulder edges and by a 
narrow cluster of shirring* at 
ouch Bide of the center at the 
waist-line. The hack is smooth 
across the shoulders and has 
fulness collected in short rows of 
shirring at the waist-line. At 
the neck is u standing collar. 
The sleeves are made over coat¬ 
shaped linings and fit smoothly 
below the elbow ; they are gath¬ 
ered at the top and stand high 
across the shoulders, and the 
lower part of each is decorated 
with a row of buttons at the 
back of the arm. 

Combinations of fabrics or 



m 




Floras No. too L 


Floras No. 461L. 


Florae No. 459 L.—Missr-s Tba-Gow*.—T his illustrate* Pattern No. 3518 (copyright), price Is. 3d. or 30 
cents. Figcre No. 460 L.—Misses’ Toilettk.—T his consists of Misses' Shirt-Waist No. 3487 (copyright), 
price Is. or 25 cents; and Skirt No. 3492 (copyright), price la. 3d. or 30 cents. Pig rate No. 461 L.— 
Musses’ Shirt-Waist avd Bodice-Gihule.—T his consists of Misses' Shirt-Waist No. 3487 (copyright), 
price Is. or 25 cents; and Bodice-Girdle No. 3520 (copyright), price "d. or 15 cents. 

•For Description# acc Itoi *7J and S72.) 


cotton or woollen texture. Vel¬ 
vet, lace or embroidery will often be united with caahraere. Surah, is secured beneath the lower end of the buckle and falls with grace- 
gingham. etc., with ohariniug effect Vandyke-point, Mechlin or fu! effect over the top of the skirt at the front. 
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IjlWJI 


Figure No. 4611. 


Fiona: Xa 463 L 


FIGURE No. 462 L.—GlRlS' Cowron: —This illustrate* Pattern No. 3494 
(copyright), price Is. 3d. or 30 cents. Figure No. 463 L.—Girls* 
Dress.—'T hin illustrates Pattern No. 3509 (copyright price Is. or 25 
I cents. Figure No. 464 L.—Girls' Cloak.—T his illustrates Pattern 
No. 350ft (copyright), price Is. 3d. or 30 cents, Figure Xa 465 L— 
GiRLfc' Coat.—T his illustrates Pattern Xa 3531 (copvright). price It 

3d. or 30 cents. 

<For Description* «« Pngt* and S74.I 


Figure Xa 464 L. 


Figure So. 465 L. 


passementerie applie.1 in auy preferred style will form a handsome match or contrast with the skirt in color and material. All kinds of 
decoration. dress eoods will be made up by the mqde, and stylish combinations 

The becoming hat is faced with velvet and decorated with silk, may be effected by using contrasting goods for the lap, collar and 
lace and loops of ribbon. * sleeves. 


The mode is extremely simple and will develop prettily in all sorts 
of dress goods, such as cashmere, camel s-hair, Henrietta doth, all- 
wool Surah, serge, beige, foule, India or China silk, etc. Velvet, 
satin*edged, grosgraiu or raoiri? ribbon, Vandyke lace, fancy braid or 


Figure Xo..456 L.—MISSES’ BASQUE. 

(For IUwtnuion m Page 881 ) 

Figure No. 45CL.—This illustrates a Misses basque. The pat¬ 
tern, which i* No. 3503 and costs Is. or 25 cents, is in seven sizes 
for misses from ten to sixteen years of age, and is differently por¬ 
trayed on page 278 of this Delineator. 

In this instance the basque is shown made up in tartan plaid cut 
bias. It is dosoiy adjusted by single bust darts, under-arm and 
side-hack gore*, and a curved center seam that terminates below the 
waist-line; and it falls in handsome military coat-tails that are deco- 
rated on the side-back seams with gilt buttons. The fronts are made 
to lap diagonally by a lap which is joined in a well curved seam to 
the right front and" tapered toward the lower edge; and the closing 

is made along the top and side of the 
l lap with button-holes and gilt buttons. 

.V The sleeves rise sofily above the alioul- 

\ \ dors and fit closely below the elbows, 

\\\ and a row of buttons is placed on the 

' N.'v outside seam of each at the wrist. The 

\\ standing collar fits claWy and the 

ends meet at the throat. 

£ -\. Basques of this style may be worn 

with any kiud of skirt, ami may either 
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Figure No. 457 L.—MISSES' COAT. 

(For Ulortratiou w Pagv 8®.j 

Figure No. 4.",7 L— This Olustratv* a Misw? coal. The pattern, 
which is No. 3524 and costs Is. 6d. or 35 cents, is in seven sizes 
for misses from ten to sixteen years of age, and may be seen made 
. up without trimming on page 2*70 of this publication. 

Gray-blue cloth was here selected for the coat, with black fur for 
trimming. The loose fronts are narrow and single-breasted, with only 
under-nrm darts to render them smooth and clinging at the sides; 
rind the hack is closely adjusted by side-back gores, and a center seam 
that ends at the top of hemmed coat-laps. Coat-plaits arranged at 
the side-back seams are markrd at the toj*s bv fur buttons. The 
fronts are closed to some distance below the waist-line with buttons 
and button-holes, and near each hip is inserted a pocket, the opening 
to which is covered by a fur welt. The deep, round cape is fitted on 
the shoulders by 
darts and is trim¬ 
med at its lower 
and front edges 
with a fur band. 

It is joined to 
the neck with a 
close-fitting roll¬ 
ing coilur of fur. 
and the wrists of 
the coat sleeves 
are trim ni e d 
with fur. 

Tlio coat is 
comfortuble and 
jaunty and will 
be madeiipin fig¬ 
ured, smooth and 
spotted cloths, 
and also in diag¬ 
onal. chevron, 
tweed, tricot, 
etc.; and for will 
prove an effect¬ 
ive garniture. 

The coal may be 
finished witli a 
row of stitching 
made dose to the 
edges, a binding 
of braid, a cord¬ 
ing or a pining ; 
or a |K<rfeotly 
plain completion 
way Ini adopted. 

The broad- 
brimmed hat is 
trimmed with 
velvet and stiff 
wings. 


Figure No. 458 L 

—MISSUS* 
JACKET AND 
CAP. 

(For Illustration 
•M l’agv '^8.) 

Figure No. 
4 58L. — This 
consists of a 
Misses’ jacket 
and cap. The 
jacket pattern, 


The crown of the cap consists of sections which meet in a point 
under a button, and a visor or peak is added across the front. 

Astrakhan, plush, rough and smooth cloths and all kinds of jacket 
fabrics will make up stylishly in the jacket; and furor braid may be 
uwd for trimming, unless a plain finish be preferred. The cap will 
generally match the jacket. 


Figure No. 459L—MISSES' TEA-GOWN. 

(For Illustration sc* Page 209.) 

Figure No. 450 L—This illustrates a Misses’tea-gown. The pat¬ 
tern, which is No. 3518 and casts Is. 3d. or 30 cents, is iu seven 
size* for tni*ses from ten lo sixteen years of age, and may be seen in 
two view, on page 273 of this Delineator. 

The lea-<.'own u in picturesque Greciau style and is here shown 

made of cash- 


mere 

tiful 


in a beau- 
shadc of 


vie ux-rose, and 
black velvet 
is made 

a close-fitting 


It 

up on 
- fitti 
basque of liniu 


Figure No. 466 L. 


Figure Xa 467 L 


Fiouri No. 466 L.—Girls' Dress.—T his illustrate*. Pattern Na 3533 (coovright), price Is. or 25 

Figure No. 4C7 L— Girls’ Dress.— This illustrates Pattern 
No. 3519 (copyright), price Is. or 25 cents. 


which is No. 

3401 and costs Is. or 25 cents, is 


in seven sizes for misses from ten 
to sixteen years of age, and is again represented on page 276 of this 
magazine. The cap patteru, which is No. 3166 and costs 5d. or 10 
cents, is in six sizes from six and a-fourth to seven and a-half. hat 
~d is differently represented on J*s accompanyinp label 


5e«il-t)lusli is here pictured in both the jacket and cap. The jacket 
closely adjusted by single bust darts, under-arm and side-back 


3 of hemmed 
th hook? and 


gores, and a curved center seam that ends at the 
coat-laps; and it closes dow n the center of the front 
loopt^ an underlap being sewed to the left side. The sleeves fit 
closely at the wrists and are gathered to rise becomingly on the 
shoulders. The collar is a modified Medici and » softly turned over 
at the corners. A lining of seal-brown silk serge completes the jacket 


that is eh 
down iho center 
with hooks and 
loop-. On the left 
front of the lin¬ 
ing is arranged a 
Princess front of 
cashmere, which 
is faced, like tho 
right front of 
the lining, in 
deep, round- 
y ok u ? h n p v 
with velvet. The 
front has a low, 
round neck and 
laps upon tho 
left front to tho 
shoulder seam 
and thcnco diag¬ 
onally to the 
lower edge, its 
attachment be¬ 
ing made with 
hooks mid loopy. 
It shows a pretty 
fulness that in 
collected in 
gathers at the 
arm's - eyo and 
in plaits’ at tho 
waist - line, thu 
plaits llariug 
above and be¬ 
low in soft drun- 
folds; tho 
upas is ap¬ 
parently held 
ill place by fold¬ 
ed belt-section* 
of velvet that 
pass from tho 
under-arm warns 
nnd arc fastened 
at the left side 
under a velvet 
rosette-bow. Tho 
back is low nnd 

round like trie right front, and its fulness is arranged in several short 
rows of shirrings at the waist-line, the lining above being faced in 
round-yoke shape. The low neck is followed by a row of narrow 
ribbon above a Greek-key design done with similar ribbon; and 
the bottom of the gown is'deoorzted with a large Greek-key pattern 
above a row of velvet ribbon. The full sleeves reach with the effect 
of large puffs below the elbows, their coat-shaped linings being faced 
with velvet below to have the effect of deep cuffs. The collar is in 
standing style. 

The utmost liberty is allowable m the choice and combination of 
colors for a gown of this kind, «o that individual taste lnay be fulh 
gratified. Softly falling woollens of all kinds, figured and plain sof 
silks and many varieties of novelty goods are well adapted to the 


c?«.> 


% 
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mode Braids, ribbons, laces, passementeries, feather bands, fur. etc., 
will supply a pretty decoration. This gown may be used for a pret¬ 
ty all-day bouse wrap¬ 
per as well as for 
a conventional tea- 
gown. 


FtOUKR No. iGoL.— 
MISSES TOILETTE. 


3502 

FVmt View. 

Mnten' CohTtfMK. (COPYRIGHT.) 
(For Doacrlptloa m C73.) 


Front Vie 


-For 


(For. 

Face *«.t 

Figure No. 4G»»L. 
—This consists of a 
Misses' sb.rt - waist, 
and skirt with re¬ 
movable girdle. The 
shirt-waist pattern, 
which is No. 3487 
and costs Is. or 25 
cents, is in eight sizes 
for tniases from eight 
to fifteen years ofuge, 
and may be *.-en in 
two views on page 

278 of this Dllinra- 
tor. The skirt pat¬ 
tern. which is No. 
341*2 and coats 1*. 3d. 
or 30 cents, is in seven 
nixes for miafes fioni 
ten to sixteen tears 
of age. and is ifilfer- 
entlv pictured on 
page 280. 

A partial view of 
the toilette is here 
given. Dark - blue 
serge was selected 
for the skirt in the 
present instance, and 

whito China silk for tho shirt-waist, which is shown worn beneath 
the skirt, the full draperies of which fall to the edge at the center 
of tho front and bnck 
in long, graceful fold*. 

The girdle may be 
sewed permanently 
to the skirt. Each 
side of tho girdle is 
composed of four sec¬ 
tions that are well 
boiled to insure their 
proper adjustment; 
tho back ends nre 
closed with silk laces, 
and the front ends 
show an ornamental 
lacing over buttons. 

In each front of 
the shirt-waist are 
laid three tucks and 
a small box-plait, and 
the closing is made 
through the box-plaits 
with studs. The back 
is but slightly full and 
is joined to a shallow, 
square yoke, the ful¬ 
ness at the waist-line 
being nicely drawn 
to the figure by a 
tape inserted in u 
casing. The shirt 
sleeves nre finished 
with square cuffs 
that arc closed at the 
back of the arm with 
studs, nnd at the neck 
is a turn-over collar 
mounted on a band. 

All the edges of the 
waist arc finished 
with rnaehine-9litchinir. and a Windsor scarf is stylishly worn. 

Surah, wash silk, China silk, percale, Oxford cloth and various 


other fabrics of similar texture will be used for waist* of this 
description, and the girdle may be made of velvet or of the same 
material as the skirt, 
for which all sorts of 
silken and woollen 
good* may be chosen. 

The pattern also pro¬ 
vides for a Piccadilly 
collar, which mav be 
worn instead of the 
Bvron collar. 


Figure No 461L— 

MISSES' SHIRT¬ 
WAIST AND 
BODICE-GIRDLE. 

. For IUo»:r»iU« tre 
Fafi*»u 

Figure No. 4G1 L 
—This illustrate# a 
Misses' shirt-waist 
and bodice - girdle. 

The shirt-waist pat¬ 
io™. which is No. 

3487 aitd costs 1*. or 
25 cents, is iu eight 
*izes tor misses from 
eight to fifteen years 
o! ago, and is shown 
in two views on page 
278 of this magazine. 

The girdle t■attorn, 
which is No. 3520 and 
costs 7d. or 15 cunts, 
is in eight sizes for 
misses from right to 
fifteen years of age. 
and is pictured again 

on page 270. 

The shirt - wsist. 

which is illustrated and fuliv described at figure No. 4GO I., whore ft 
front view i- «bowo, i- here pictured develop'd in light figured silk, 


3502 

/loci View. 

Missus CrwruxR. (Copyright.) 
■ For Description tec Pa«* tfuV.i 


with machim-stitch- 
ing tor a finish. 

Block velvet was 
u*ed for the girdle, 
each section of which 
consists of a pointed 
front and back por¬ 
tion, nnd two side- 
gores which join in 
well curved sennn*. 
The back is slightly 
longer than the iron!, 
the entire girdle is 
lined, nnd the seam* 
and ends me hcnrily 
boned. The bnck and 
front are closed with 
lae.'s drawn through 
eyelets. 

.Silks of all kind*, 
percale, muslin, bst- 
'*<«*, Madina cloth, 
cambric, eta. will be 
suit cted for the waist, 
which may Ik- worn 
outside the skirt if 
the girdle be omitted. 
Velvet or goods 
matching the skirt 
with which it is to be 
worn will generally 
Ik* used for the 
irdle, its shajH- ren- 
•ing it suitable to 
accompany any style 
of skirt Many unique 
effects may lie achiev¬ 
ed with contrasting 
colors iu a toilette of 

this description, which may be used for playing tennis and other out¬ 
door games, and also for riding and for general promenade wear. 




Back View. 


(COPYRIGHT.) 
m* Pace TTV 
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The girdle may be all-over braided with metallic or soutache of age. and i« differently portrayed on page 274 of this magazine, 
braid, or the edges may be simply followed by a row of brci 1 or Gray figured wool goods are here pictured in the dress, with iaee 
feather-stitching and buttons for gar- 

with effective results. niturt. The full, round 

££$& skirt falls in graceful 

jf\ ^ folds from the body. 

Th^bod* h ** 

■ * over which the fantn-, 

«m\llfl//I arranged. Small plaits 

4 WmtHmMWJ'* 1 at the lower edge at 

M W| mut 1 « each side of the cent* r 

is 1 ' 3 of the fanciful front 

iff ami back are orna- 

tv'?£n Wvvfe ~ mented with buttons. 

the upper nart of the 
front ami back being 
gathered ami tacked 
to the lining so as to 
form a deep puff yoke. 
The closing is made 
a', the back with but¬ 
tons ami button-holes* 
The full shirt-sleeves 
are finished with 
wristbands that are 
overlaid with lace, the 
standing collar being 
similarly decorated; 
and a" broad sa«di 
which encircles the 
waist is tied in a large 
bow at the bueV> 

Tho drew will make 
up attractively in all 
sorts of silken, wool¬ 
len or cotton fabric*, 
in either plain, plaid, 
checked or striped 
varieties; and either 
plain or fancy velvet. 


3518 

St,U-Front Vim. l*ft Side-Hoc 

Missi*' Tea-Gow* oa HorsE-I>nK.vc (Copth'Oiit.) 


3491 

Front View. 

Girls Costume. (Copyright.) 
‘For Description see Pie- 2»> 


** ”• front and back in well prvss- 

FV.URE No. IWh.-GIRLS’ \ h * 1 flar f \ n ,b , e 

nDNC edge, which is finished with 

HI- . * deC P hem * Th ° fr ° n,f ' 

‘ 1 cr I, Q * u * ! ‘*’ n **■ P * sr ?7T ' “ are hemmed and are closed 

Figure No. 4t>3L.—This with buttons and button- 
illustrates a Girls’ dress. The pattern, which is No. 3509 and costs holes. The sleeves are in coat-sleeve shape, and a high standing col¬ 
ls. or 25 cents is in seven sizes for eirls from three to nine years lar with rounding ends is at the neck. The full cape is arranged in 


Bark Vine. 

Girls' Costume. (Coptriqiit.) 

(For Description see Patje 276.> 
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>ss the back and over the shoulders; the plaits which is Xo. 3533 and costs 1*. or 25 cents, is in eight.sizes for girls 
islance from the top. and the fulness below falls from fire to twelve years of age, and is showu m two views on 
;e. The right side edge is plaited and caught inis page. 

p to the left .shoulder in military style, the ful- Old-ro<e cashmere and white silk are here united in the dress, and 
' falling into a series of soft, pretty folds. ribbon, lace and feather-stitching contribute the decoration. The 

artnent may be stylishly ilevt-loped in English front and sides of the skirt fall in broad double box-plaits that are 
oth. beaver and various other cloakings adapted well pressed in their folds and dare prettily toward the edge, which 
} sea- is finished with u deep 

wear. hem; and the back hangs 

ching, in fall, graceful folds from 

The 

ay I>e ■ feather-stitching and 

culls I | jlJ n joined to the fanciful 

V jrrillifjLfFR I fl WB *° fgurv. Tito 

/f till I ,\ u edge is coucealed beneath 

ill /I I \\| iIwviiIbB the top of the' plaited 

URLS' I|ln ffl lipM and buck portions. 

f | If f| Mall U i |fill|U\\ the daring plait* of which 

j 1 I 1 y J 

|Jy and is tied in a pretty 


3409 


GtltL* 


r v* truer wear win oe FYonl Fi«r Back View " I oviu, aim iuv wp 

>st styhshlv trimmed _, n „„. ./vm......*. v ' is gathered and joined to 

th narrow band* of Per- »—• <»»"'<>«»-> Ihe body. whicC h M . 

in lamb, sable, monkey, * iPBfDsmliito m Pa** C.| smooth front and back of 

ix, seal or beaver fur. ' .. _ lining. Arranged over the 

The felt hat is trimmed at the front and back with-ribbon bows, smooth front is a full front that is effectively disclosed between 

jacket fronts. The jacket fronts are rounding at their lower 
edges and curved at the top to follow the rounding outline of the 
velvet yoke-facine. and their upper corners are trimmed with 
rosettes "of velvet ribbon. The full hacks are arranged in gathers to 
correspond with the full front, and the lining exposed in round- 
yoke shape at the top of the front and backs is faced with velvet. 


Figcrk Xo. 466 L.—GIRIS’ DRESS. 

I For IIIn«tra*ion Pww *T1.) 

FiGi-EE Xo. 466 L.—This illustrates a Girls' dress. The pattern. 
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MISSUS' COSTUMK. 

(For maalntioiM l'utfr 87«.> 

No. 3502.—A handsome 
illuscration of this cos¬ 
tume, showing it mad.* of 
serge, velvet and silk, is 
given at ligure No. 453 I- 
in this Dki.inkatou, pus'o- 
menterie providing the 
decoration. 

In the present instaneo 
tin* costume is pictured 
made of golden-brown 
cashmere and <5cru China 
silk. The foundation skirt 
is fashioned in the regu¬ 
lation four-gored stylo 
and is entirely concealed 
by a drapery,which is fin¬ 
ished at the bottom with 
n bom nnd gathers! across 
the top of the gores, the g 


Fnml r,W * ^ . Plaid drew goods arc 

C.icis' Haras. (fiarvawitT.) here united with plain vel- 

„_ —— vet in the development of 

iroriwnpuoe^i^*.., the dress, and a slide and 

gilt buttons provide the 

hers being pressed in backward-turning decoration. The body is quite picturesque in effect and simple in 
hips an*i lo-e their fold* near the kneea. doigu. It has a smooth front fitted by single bust durts and nicely 

surplice that is drawn far down at the 
center by a shirring and a liandsomc slide. The aurplice passes into 
the shoulder and under-arm seams and is slightly full at the shoulder 
edge*, the fulness being drawn by gathers. The revealed part of the 
plain front is ornamented nr the center with a row of buttons and 
at each side by a diagonal row which extends from the shoulder 

seam to the bust. Fancy 

S harks nre arranged upon 

smooth backs of lining 
fitted by side-back goroa 

center. The back edge of 
each fancy l>aok is turned 
under for a hem, in front 
of which two baekward- 
turning plaits arc laid. 
Under-arm gores corn- 

smooth effect, at the sides. 
At the neck is a standing 

mutton sleeve is gathered 
at the top to produce the 
fashionable curve across 
the shoulder and is deco¬ 
rated along the lower part 
of the seam with a row 

round skirt is formed of 
joined breadths of the ma- 
'**"*'' tcrial and finished at the 

Ixitlora with a deep hem. 
The top is drawn by gath¬ 
er- ami sewed to the body; 
from which it falls in nat¬ 
ural folds. The plaited 
each under-arm scam, nnd 

nter. The full sleeves are made over each tie is carried to the end of the closing and arranged in a loop 

gathered at the top to nse high across and end. tbe ties being crossed at the closing and fastened to position 

?es are also gathered and sewed to the beneath a fancy buckle. 

• the linings in deep, pointed cuff fash- Combinations are especially adaptable to the mode, although, if 
heightened by facings of silk. A high preferred, a single material may be used throughout. AH sorts of 

•„ " woollen goods will develop stylishly in this way, and velvet or silk 


plaits that an- locked nl 
At die hack the drapery in arranged in live ttackwurd-turniug plait# revealed in V shape by a 
at each aide of the center, (lie plaits being well premed in their folds 
and flaring with fan effect to the edge. 

Thu fanciful basque i* made over a smooth lining that i« adjusted 
by ninglo bust darts, under-arm and aide-back port-, and a curving 
center seam, the dosing being made at the center of the front with 
hooks and eve*. Full yokc- 

•actioiiM which join in . 

seams at the shoulders arc 
arranged upon the lining, 

their fulness being regu- /7/j' ![ 

Intcd by gathers at the Wfii jfljlB 

top mid bottom. Conceal- fail Ji llfl 

ing the lower edge of the JVf r #l l3i 

yoke at the left aide is a //'* Jr * I PA 

plain, low-necked front JB fl " f|/! 

whiob is adjusted smoothly MW J Wl J\\ 

below the bust by a for- | ft ? fl 

ward-turning plait that l ki 

slants upward from the TMtuU\] 

lower edge. On the right /[ Hi'J 

side is a full surplice-front, HM 

which U arranged in up. Mi llftfl 

ward-turning plaits at tho M, fl 111. 

shoulder nnd nrm’s-eyo t 

edges and is crossed over / 1 ; 

the smooth front in regu- K j 1 , | 1 

lntioti fashion, the fulness ml IllM 

in the front edse being I*" I I l!M 

collected in a cluster of fl I HU 


(•tats’ Cloak. (Copyrh'.iit.) 
(For Dwcriptioo tee Pa** KS.) 
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will un'te effectively with them. Buttons fancy buckle*, fan. v stitch- ribbon may be used for the belt section?. and sometimes the low neck 
in" or any preferred garniture may be adopted to suit individual will be decorated with feaiiier-siitcinng or with h Greek-key or 
taste, and the decoration may be a5 simple or elaborate as desired, oilier design in braid or ribbon. 

We have pattern No. 3525 in seven sizes tor misses from ten to We have pattern No. 3518 in seven sizes for misses from ten to 
sixteen years of age. As shown for a miss of twelve years, it needs sixteen years of age. Of one material for a miss of twelve years, 
four yards of dress goods forty-four inches wide, and a yard and the garment calk for eight yards and a-fourth twenty-two inches 
three-fourths of velvet twenty inches wide. Of one material, it calk wide, or four yards and *even-eighths forty-four inches wide, each 
for eight yards and seven-eighths twenty-two inches wide, or four with a yard and an-eighth of novelty goods twenty-two iuches wide 

ranis and seven-eighths for- for the collar, etc. Price of 
ty-four inehes wide. Price of pattern, is. 3d. or 30 ecu Is. 

pattern. Is. 3d. or 30 cent?. M W 


IRES’ COSTUME. 


MISSES' TEA-GOWK «»R 
HOUSE-DRESS. 


No. 3494.—Light-colored 
Henrietta and black velvet 
are associated in tliia cos¬ 
tume at figure No. 4621. in 
th;s magazine, velvet, nbbon 
and gilt button? forming 
the garniture. 

The costume is here rep¬ 
resented made of dark- 
green cashmere and velvet, 
with velvet and gill braid 
for decoration. The full, 
round skirt is formed of 
joined breadths of the nia- 
■ _^B H BB terial and is finished at tlie 

f'T I B smoothly fttted by -ingle bottom with a deep hem. 

BK' * I bust darts, under-arm and and the Up is drawn by 

EF V j i side-back gore* and acurv- gathers and finislicd with a 

B [ §J| ing center seam, and dosed t»eli. The Uxly i» quite pir- 

» t V invisibly at the center of ture»«|ue in effect. The 

Jg B the front. A high-necked front omsi-t? of a |w>inted 

p 1 Princess front is arranged yoke and a full lowcr-por- 

t i upon the left fr.nt of the lion arranged upon a smooth 

g, I ^B basque, and on the right front of lining, the fulness of 

front and l*ack are moauted the lower portion being 
3524 * fall, low-necked front and regulated by gather# at the 

FYonl VUw. *>aok that fall even with the top aud bottom and drawn 

MikhlV Coat. (Coftrioht.i Princess front at the hot- well to the enter. Two rows 

tom. The ful ties* of tbe of narrow braid follow the 

“ **' tack i. tepuU.cl .< lb. low,r^of,h., okr.. itl, 

waist-line by three short pretty effect. Jacket fronts 

rows of shirring, which draw it to the center; mid the fulness of the which are rounded away prettily at their lower corner# and followed 
front is disposed in three plait* that turn toward the left and are at tlie front and lower edges with braid pas* into the under-afnt nnd 
tacked at the waist-line, above and below which they flare prettily, shoulder seams and reveal the front with tlie effect of a fancy vest. 
At tlie artnWyo the fulness of tho front U collected in gathers; and A pointed girdle of velvet i? arranged over the lower part of the 
the upper parts of the right basque-front and Prince** front are front and is decorated at the top and bottom with two row s of braid, 
faced with novelty goods in round-yoke outline. Tlie standing col- The remainder of the adjustment of the body if completed by under- 
Inr is of thu novelty goods, * arm and side-back gores, 

and may be omitted if alow and all the seam? terminate 

effect lit the neck be de- at the waist-line so that the 

aired. Tlie right front lap? ^^^B paita fall in square tabs. 

" !’'•••• ,r. V ,• ' b MV MlM MM 

front. «.» shvii it .• (»>-'■• /t’ »' •*- tark <4 tl«* 

el on 'U . M * *• • 

i«*« 

HI B At 

i. b- %. lyat lBcl / 3 ft'SMCtBjxKi ” r '’**' ” * - * •* 

of »>»!•«>« T - ff ft * •- • 1 ? • - > -• Tle.iyl-.h 

iWlr. atr «f-4 B3BCP«' WKXi V' -U.*.-. .r. 

coa*..h.»«--*l lining. •* %■ to pro- 


3524 

Bark Vtrui. 

MtaaRa-' Coat. (Copyuioiit.) 
(For Description k* Pag.' «S,> 


p*part* of Ml4eh ar. - due** fa*bu»nable high 

faced with novelty goods, IIQI ^ 9IQ1 ^ e ff ecI above the shoulder.*, 

with deep cuff effect; the 045,1 nnd are decorated at the 

fulness at the upper and front Hear. Bark Vieu. wrists with cuff facings of 

lower Vdges is drawn by Misses’ Jacket. (Copyright.) velvet trimmed at their up- 

gather?. and the lower part l - f nr.rripilnn srn r*w T- i P° r edges with two rows of 

droops prettily over the fac- ” ' braid. The belt of the skirt 

ing. Plaited belt-sections is tacked underneath to the 

inserted in the under-arm seam? are carried forward and caught body at the center of the front and at the seams to connect the 
together at the left side of the front beneath a rosette-bow of the parts comfortably. 

novelty goods. This attractive costume will develop stylishly in all sorts^ of 

This stylish tea-gown will develop attractively in all sorts of dress dress goods, and combinations are especially adaptable to it Vol- 
goods, such as cashmere, fould, nun’a-vailing, clialiis, Danish cloth, vet, silk or a contrasting color or shade of the same materia! will 
camclVhair. f«utcy flannel. China or India silk. etc. Combinations unite handsomely with any of the popular dress fabrics. Fancy 
arc especially pretty for it, and novelty goods, velvet or silk will braid, cord, gimp or any preferred decoration may be used effect- 
unite charmingly with any of the woollen fabrics. If preferred, ivelv upon the costume. A dainty little costume made up in this 
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style has the skirt of Gobelin-blue cashmere, the full front of pale- position under the low-necked portions. The full front is disposed 
rose crip* and the rest of the body of Gobelin-blue velvet in three forward-turniug plaits at each side of the center, and three 

We have pattern No. 3494 in eight sizes for girls from five to backward-turning plaits are arranged in each back near the closing, 
twelve years of age. Of one material for. a girl of eight years, it the plaits flaring prettily toward the neck. The back edges of th* 
will require five yards and five-eighths twenty-two inches wide, or backs are turned under for hems, and the under-arm gores are visi- 
two yards and seven-eighths forty-four inches wide. As repre- ble between the front and backs and are smoothly covered with tha 
sented. it will require three yards of cashmere forty inches wide, dress goods. The top of the low-necked portions is decorated with 
with half a yard of velvet twenty inches wide. Price of pat- a box-plaited ruffle, above which and resting upon the yoke is a 
tern, Is. 3d. or 30 cents. ' ‘ scroll design done with son- 

^_ '* Che bra *di ||*‘ e 

GIRLS IRK... is shortened at the wrist/ia 

(For Iila.tr.tion.** i-«*e374.> M M m a k\ gathered to rise above the 

No. 3509.—By referring & 15a shoulder and is arranged 

to figure No. 463 I. in this over a coat-shaped lining; 

Delineator, this dress may — aW that reaches some distance 

be seen mnde of gray fig- below. The lower edge of 

ured wool goods, with lace .. "" 1 " 0fj[ the sleeve is decorated with 

and buttons for garniture. rS# ^ '«|Bff & \ a scroll of soutache braid 

The dress is a simple ami \ I[// _ IB I I W lallfclV* and r'*s«s prettily over a full 

attractive stylo and ia here ygg/ ^ 'if* I ■ puff, which is gathered at tha 

represented ’ made of plain ^BF |l B ‘ j ItB top and bottom and cover* 

dress goods. The full, round -j) 1 ■ ■ft *1 the exposed part of the liu- 

skirt is hemmed deeply at A , 9 Bj ISI ll ing. The full skirt Ls fiu- 

the lower edge, and the up- fcB Ki 9 isbed with a deep hem at 

per edge is drawn by gathers p' m* ■ ‘1; |1 the bottom, and the top ia 

and sewed to the body, BB BF. ■ S i lt arranged in a double box- 

wliieh is picturesque in ef- K ' |*S B| plait at the center of tlus 

feet and made over a smooth RB Bl ■ ||M front and also at each side 

lining shaped by shoulder ^^B Kft. S' ill \ llie pi nits being well pressed 

and under-arm seams and [*■ I] B^llB in '* ir ' r ^ack of ***• 

closed invisibly at the back. ^--BB^F plaits the top of the skirt iw 

The full front and backs are 3531 " ..-V, gathered, and the skirt ■ 

arranged in six plaits at each •>«><> I sewed to the body, from 

side of the center of the Front Yirv. back View. which il falls with graceful 

front and at each side of the Giei*’ Cost. (CorraioitT.) effect. Ribbon follows th® 

closing, tho plait* extending __ - __ lower outline of tho body 

some distance from the low- ^ ‘ and i* tacked in soreral 

cr edge and being held in plait* at tho center of tlio 

C »ce with feather-stitching. The shoulder seams of the front and front, the loose ends being bowed prettily at the left sido of the frout. 

Oku are made separately from those of the lining. The fulness is The mode will develop attractively in all sort* of cotton, woollen, 
regulated bv gathers in the neck edge and by a row of sliirnng some and silken fabrics, and combinations arc especially effective. InduL 
distance below the neck; and at tnc lower shirring the front and Surah, foulard or China silk will generally be used for tho yoke ana 
back are sewed to the lining so that the fulness above droop* pret- puff*, and soutache braid, fancy cord or some simple garniture may 
tily with the effect of a puff yoke. At the neck is a standing collar form the decoration. Velvet, rnoirtf or groegrain ribbon will Ur used 
docoratcd at its upper and lower edges with feather-stitching; and for the lower outline of the body and may be tied at the oenter of 
the shirt sleeves are gathered at the top and bottom and finished the back or at one side, as preferred. 

with wristbands, which are also trimmed at the upper and lower We have pattern No. 3533 is eight sizes for girls from fivo to 
edges with feather-stitching. Ribbon encircle* the waist and is tied twelve years of age. For a girl of eight years, it requires six yarda 
in long loops and ends at the back. and seven-eighths of material twenty-two inches wide, or thro® 

Tho dress will develop attractively in cashmere, Henrietta doth, yards and a-fourtli forty-four inches wide. In the combination 
•«rge, camol’s-hair, foultf. nun’s-vailing, challis, all-wool Surah, shown, it will need three yards and a-fourth of plaid dress good* 
Umisc, etc.; and all varieties of cotton goods will also make up forty inches wide, with a yard of plain silk twenty inches wid«k 
• effectively. Feather-stitching Price of pattern, Is. or 25 

will form'a very dainty decora- cent*. 

ABfe tion. and when done in etn- 

broidery silk of a contrasting 
shade, wiU be very effective; 

II /nWW' Iml one or several rows may bold 


GIRLS' DRKSS. 


the hem of the skirt in position. No. 3519.—At figure No. 

We have pattern No. 3509 in 467 L in this magazine this 
seven sizes for girls from three dress is again shown, 
to nine years of age. Of one Plaid and plain wool goods 
material for a girl of eight are here united in the dress, 
years, the garment requiresfive and ribbon rosettes and fancy 
yards and an-eighth twenty- buttons supply tbe decorations, 
two inches wide, or two yards The full, round skirt is finished 
and three-fourths forty-four at the bottom with a deep 
inches wide. Price of pattern, hem, and tbe top is gathered 
Is. or 25 cent*. and joined to the fanciful body, 

from which tbe skirt falls in 
# natural folds. The full, low- 

GIRLS' DRES6. °« kcd fro ° l and of ,f e 

^ ^ body rneef in short shoulder 

(For murtraaoM we P*« *74., and are arranged upon 
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lining expose*) ai aeep cun aepm oeiow me iuu pun sieeve is also MISSES’ COAT, 

faced witn the plain goods to look like a round cuff, and decorated at - ' ’ 

the back with a row of buttons. At the neck is a standing collar. * Uq «™ Qom see Page 278.) 

The jacket fronts are trimmed along their front edges with fancy No. 3524.—Another illustration of this coat may be observed by 
buttons, and a rosette of ribbon matching the plain material in the referring to figure No. 457 L in this Delineator, where it is shown 
dross is decoratively placed over the joining of the body and skirt made of cloth and trimmed with fur. 

at the center of the back. In the present instance the coat is pictured made of cloth, with 

The dress may be stylishly developed in plain or figured Surah, machine-stitching for a finish. The adjustment is performed by 
cashmere, serge, etc.; or wool under-arm darts, side-back gores, 

goods of any kind may be used and a curving center seam which 

in combination with silk, Surah Cnds 8 be * ow ,be waiat- 

or velvet for the jacket fronts, / 1 A—-A lineal the top of hemmed coat- 

full sleeves and yoke facings. Ups. The side-back seams dis- 

Rowa of velvet ribbon or of fancy 14 appear nt the top of coat-plaits, 

stitching done in some pretty K r A which are well pressed in their 

color may be applied to the r m •- «3I m WL ^ 4 folds to the lower edge and are 

skirt for a foot trimming, and V M. _ . . ,y *■ 1 . y ,*V J marked at the top with buttons, 

braid, stitching or Vandyke lace f | | 1 A? ,,IL * n © ck w » rolling collar, 

n.»» \t* \ ... s 1 1 | 1 1 ' ‘ f I t . r «it. 

cufl* . or a f.Di-n n »r t- I A IK I I IKSSsaf » I •!'*»• and '*» a».«i followed M 

ad- i.U-.f throughout l A jfiff £9 T 1 r II lU a row of »iitcb- 

We have pattern No. 3519 l \ ■ ' "T*sl f > n g- Tbo closin K °* ,b ® fronts 

in eight sizes for girls from five l 1 \j W |1 1 JY ' V 1 I “ m*<l© wilb bull 9»8 and but- 

to twelve years of age. As rep- 11 vl 1 / M \VflI ton-holes to some distance below 

resented for a girl of eight years. / \ \\ / the waist-line. The sleeves are 

it requires throe yards and ^ ^ in coat-sleovc shape, and n cuff 

a-fourth of plaid dress goods ooU3 ODiM is outlined upon each with ma- 

forty inches wide with half a Front Yiam. Batk Vitv. chine-stitching, two buttons bo- 

yard of plain dross goods in tho Misses Basqcr. (Copyright.) ing ornamentally placed below 

same width. Of one material, irm niniiiin r—mi the stitching just in front of the 

it calls for six yards and a-half ^ ‘ outside seam. A cape is joined 

twenty-two inches wide, or three in the seam with the collar; it 

yard* and five-eighths forty-four inches wide. Price of pattern. Is. reaches to the wai.«t-line, and the upper pvt is fitted smoothly over 
or 25 cents. each shoulder by two dart* Tbe front edges of the cape nre turned 

• under for hems, which are machine-stitched to position, the stitch- 

OIRLS' CLOAK. ing being continued along the lower edge. A pocket is inserted in 

each side of the front and is finished with a welt, tbe ends and upper 
fFor lilu.imion. ■*> p-k *».) edge of which are followed by stitching. 

No. 3508.—Another illustration of this cloak may be observed by The fashion may be handsomely developed in diagonal, corkscrew, 
referring to figure No. 4G4 L in this Delineator, where it is shown cheviot, lady's-cloth or tricot in dark-blue, green, brown, dark-red, 
mode of dark-t>rown cheviot. tan or some other fashionable shade. Velvet will sometimes bo 

The cloak is hero illustrated made of cloth and decorated with a used for the collv and pockct-wclla, and the edges of the coat 

fancy clasp. Tho full, round skirt is finished at the lower and front may be finished with machine-stitching or bo left perfectly plain. A 
edges with hems, and is laid in three forward-turning plaits near each handsome coat may bo made of beaver in a dork shade of green, the 
front edgo and in four backward-turning plaits at each side of the edges of the cape and collar being bordered with black Persian lamb, 
oenter of the back; between tbe plaits it is gathered across tbe top, which will also cover the pocket welts. The buttons may bo covered 
which is joined to the round body. Single bust dart.-, uoder-arm with fur, the dosing being made with books and eyes. A very 
and sido-back gores and a curving center seam fit the body snugly, pretty cftect may be produced by making the cape of Astrakhan, in 
and the closing is made with buttons and button-bole#. At the neck which case a facing of Astrakhan may be added to the cuffs, 
is a standing collar with rounding front ends, and the sleeves are We have pattern No. 3524 in seven sites for misses from ten to 
in tho regulation coat-sleeve shape. Included in the seam with the sixteen years of age. For a miss of twelve years, the coat requires 
collar is n circulv cape, which extends a short distance below the six yards and a-fourth of material twenty-two inches wide, or 
waist-line and is quito full; the fulness is arranged in small back- three yards and an-eighth forty-four inches wide, or two yards and 
ward-turning nlaits across five-eighths fifty-four in- 

tlic back and over tho ches wide. Price of pat- 

shoulders, and the plaits ^—--A tern, Is. 6d. or 35 cents, 

are tacked underneath at ^_ 

£ e “i /Wl / i ^ MISSES' JACKET. 

With 'a’'narrow °«ilk tap*. I L - ; ||n|| j \ T f 1 -, ’ Jiff I <For m l ‘ agr **•’ 

Tho right side is extended I ill I luIHl/W H I ILi'TCuI [' mUlf 11,/,/ H No- 3491.—By refer- 

and laps widely over the f ft \ t 1 I I* I I PVAVi ,jrrf 1 n n P *° li P uro 4581. 


left, the front edgu being [ \ \v 1 I Lfl',1 i 1 , . I in this Delineator, tins 

caught up in four plaits " 1 W 1 [ ,r! lilJJA J I jacket may be seen made 

that turn toward the neck i ' V 'iW l/J if I \U of seal-plush, 

edge, and confined beneath 1... J VJ vi/ osew V Seal-plush is the mate- 

a fancy clasp on the left SrlcM rl »TT 3-1S7 \ nal here pictured in lb© 

shoulder, with true mili- AJ \J I, {/ \ jacket, and brown 

tary effect / ^ used for lining The 

All sorts of light-weight / 1 . adjustment is penormed 

cloths and coatings may / by single bust darts, un¬ 
to employed for a cloak of Fnr.t Vine. Back View. der-arm and side-back 

this description. When tho Missed' Shirt-Waist. (Coptright.) gores, and a curving con¬ 
texture of the goods will . l©r seam that terminates a 

permit, the edges of the ‘ little below the waist-lme 

cape may be left unfin- at the top of coat-lap>. A 

ished; or they may be pinked or simply finished with machine- closing is made at the front with hooks and loops, an underlap being 
stitching. sewed to the left front The sleeves are in coat-sleeve style and are 

We have Dattern No. 3508 in eight sizes for girls from five to gathered at the top to stand stylishly high above the shoulders. The 
twelve years'of age. To make the cloak for a girl of eight years, high collar is exceedingly stylish in effect; it is shaped to H are or 
will need six yards and seven-eighths of material twenty-two inches widen toward the upper edge and is slightly rolled at the corners, 
wide, or three yards and a-half forty-fonr inches wide, or three Beaver, diagonal, chevron, kersey and all sorts of cloaking fabrics 
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similar dress fabrics may be used for jackets of ihis kind, and 
ing of prettily colored silk may be added, with good effect. 


We have pattern No. 3491 in seven sizes for misses from ten to (rcrxnc»u»uon»aw rage.,..) 

sixteen years of age. To make the jacket for a miss of twelve years, Xo. 3489.—This basque forms part of the toilette illustrated at 
will require three yards and an-eigbth of materia! twenty-two figure No. 454 L in this magazine, where it is shown in a combina- 
inches wide, or a yard and five-eighths forty-four inches wide, or a tion of plain velvet and spotted China silk, with buttons for decora- 

S .rd and three-eighths fifty inches wide, or a yard and a-fourth fifty- tion. 

ur inches wide, each with three yards of silk twenty inches wide The basque is here represented made of checked dress goods, 
to line. Price of pattern, It is designed to close at 

Is. or 25 cents. tha left shoulder and un- 

der-arm seams, the elos- 

w* lower outline is" rounding. 

K rW The front is arranged 

j» 5 fc over fronts of lining that 

are fitted by single bust 
MnmTani darts ami closed down 

,ho center with buttons 
I j,J ' \ A and button-holes. A pret- 

ff ** / *? Vm ‘w fy fulness introduced 

| r.-'v,' in the front at each side of 

i *• / ,4 PM the center; it is regulated 

ft § I I t. |t H by two rows of shirring at 

HI [ ■ Br M each >iK«ilder edge, and 

f ;‘J / P > Vyi also a clutter of short 

shirring* at each side of 
Mi "* T‘Ji \ the center at the waist- 

L. £$'■ I. > line, the cluster at the 

•#. ' I right side being tacked to 

at the top of an under- oirnn nr tin the lining and that at the 

folded, backward-turning OJUU 06 IKI left side to a stay arrnng- 

plait, the arrangement of Front Vine. Rick View. cd underneath. The back 

tho plaits producing the Gtaw’ A pros. (Coptrioiit.) fa arranged over a back of 

effect of two single box- r non Pa« ,inin K ia filtod by a 

e fl on the outside. The * curving center seam and 

t« are lapped widely side-back gores. It Is 

and closed in double-breasted fashion to some distance below the smooth across the shoulders and full below, the fulness being well 
waist-line with buttons and button-holes, and abovo the closing thcr drawn to the center by a group of short shirrings at the waist-lino, 
are cut out slightly. At the neck is a stylish shawl-collar that is below which it falls free. Between the front and back nro under¬ 
finished along tho edge with a piping of silk followed by a line of arm gores which complete the superb adjustment; and at tho neck 
machine-stitching. The coat sleeve has a deep, fancy cuff finished is a standing collar that closes in a line with the left shoulder seam, 
with machine-stitching and a piping of silk to accord with the col- The sleeves, which are quite full at the top and fit smoothly below, 
lar, two buttons being placed for ornament on the back of the cuff, are arranged over coat-shaped linings; the fulness is drawn by 
A large pocket-lap ar- gathers, and the fops rise 

ranged over each hip is stylishly high abovo the 

pointed at its lower cor- shoulders. , 

nors and finished with v A basque of this deserip- 

stitching and a piping of / \ tion will form a stylish 

silk along its loose edges, accompanimont for any of 

and a button is placed at tho fashionable walking- 

each upper corner. A / ! I skirts, which may bo made 

handsomo cape, formed of ,—\ / °* ^' e 8amc co * or nn ^ n,a " 

three sections of gradu- \ II ^- terial or may form a do- 

afod length and uniform / \ \ 1 V • cided but harmonious con- 

lower outline, and fitted / 1 ' lY «m*t. Cashmere, Scotch 

HMnililT by dMb dar / f ft H so¬ 
on tho shoulder*, is joined rietta cloth, cheviot, cablo- 

in tho seam with the shawl II / / /—T-\ / / cord, serge, all-wool Surah, 

collar, its lower and front \ I \/ / / etc., will develop stylishly 

edges being finished with » / by the mode. The collar 

machine-stitching and a I ''$■%'*!.& A / and sleeves maybe made of 

piping to accord with tho velvet, which in combina- 

other edges. tion with tho soft woollen 

Plain, checked and 1 ▼ i / goods will prove very ef- 

stripCd coatings are espe- \ i I / 1/ fcctive. 

cially well liked for this L- We have pattern No. 

coat, and so are flannel flglf 3489 in seven sizes for 

and many varieties of light- mime* from ten to sixteen 

weight cloth. A finish of vears of arc. To make 


MISSES' BASQUE. 

O’er Closuatioiif eec Pag* 2T9.) 

No. 3503.—This basque is shown made up bias in tartan plaid at 
figure No. 456 L in this Delineator. 
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Dress goods were ased for the basque in this instance. with gilt cale. cbarobray, flannel, wash silk. Surah or any preferred ma^rial 
buttons for decoration. The adjustment is performed by single bust will develop stylishly by the inode, and the closing may be made 
darts, under-arm and side-back gores, and a curving center seam with studs or buttons and but ton-holes. Keather-stitohing may 
that ends a little below the waist-liue. The basque is deeply pointed decorate the tucks, collar and wristbands, if a more fanciful ( fleet be 
at the center of the front and well curved at the sides and forms desired; and when it is done with a harmonizing color of silk, the 
stylish coat-tails at the back, the tails being decorated with a row of result will be extremely ornamental 

gilt buttons along each side-back seam. A lap which is tapered We have pattern No. 3487 in eight sizes for misses from eight to 
narrowly toward the lower edge is joined to the front edge of the fifteen years of age. To make the garment for a miss of twelve 
right froul and extends upon the left frout to effect a diagonal years, will require three yards of material twenty inches wide, or 
closing, which is made with buttons and button-holes. At the neck two yards and a-half twenty-seven inches wide, or a yard and 
is a standing collar. The full sleeves are arranged over coat-shaped three-fourths thirty-six inches wide, or a yard and a-half forty-four 
linings, and the fulness at their tops is regulated by gathers which inches wide. Price of pattern, Is. or 25 cents, 
produce a high effect across the shoulders; below the elbow the 

sleeves fit closely ami are decorated along their inside seams with • 

gilt buttons, which extend some distance above the wrist edge. GIRLS’ APRON. 

The basque is appropriate for wearing with any style of walking _ . 

skirt, which it may match or contrast with. All varieties of dress (Pc* Il!a*r*t <xm ace Pmge 879.) 

good* will develop stylishly bv the mode, and fancy buttons, passe- No. 3500.—This little apron, which will frequently serve as an 
menterie, Vandyke points or fancy braid may provide the decoration, over dress, is extremely dainty in effect. It is represented made of 
which may be as simple or elaborate as desired. plaid gingham and decorated with embroidered edging. The full, 

We have pattern No. 3503 in seven sizes for misses from ten to round skirt is finished at the bottom with a deep horn and at the 
sixteen years of age. To make the garment for a miss of twelve back edges with narrower hems. It* top is drawn by gathers and 
years, will require two yards and three-fourths of material twenty- sewed to the low-necked body, which is fitted by under-arm and 
two inches wide, or a yard short shoulder seams and 

and three-eighth* forty- , closed nt the back with 

four inches wide, or a yard L \! ■ buttons nud button-hole*, 

and an-eighth fifty-four 1 j The neck is cut in square 

inches wide. Price of pat- \ fc/ ^lT / outline and decorated with 

torn, Is. or 25 cent*. \ / V * \ / embroidered edging, and 


lOSSBS' 81IIRT- \VA 1ST. 

(For IlluitnUoru ** Page iCT.) 

No. 3487.—Other view* 
of this shirt-waist are given 
at figures Nos. 4601. and 
4611. in this magazine, 
where other materials are 
pictured. 

The shirt-waist is here 
represented made of plain 
percale, and also of *tripcd 


percale. The fronts are 
turned under at the front 
edges for hems, back of 
which a shallow plait is 
made. The plait is ma- 
chinc-stitched to position 
quite near it* outer fold, 
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foundation, which is fashioned in the approved four-gored style, is 
concealed beneath a full drapery that is finished at the bottom with 
a deep hem. At the front the drapery is arranged in two deep, well 
pressed plaits at each side of the center, and back of these at each 
side two shallow, forward-turning plaits flare into the fulness below. 
Two shallow, forward-turning plaits adjust the drapery becomingly 
over each hip, and at the back a double box-plait is arranged at 
e«h side of the center, a placket being finished at the left side. 

This skirt may be worn with or without the girdle, which is included 
in the pattern. The girdle is straight across at its lower edge and 
rounded away prettily at the upper front and back corners. It con¬ 
sists of a front, back and two side-gores for each side and is closed 
at the back with silk cord laced through eyelets, a lacing also being 
arranged over the seam joining the fronts. Tho seams are well 
boned, and bones are also inserted in casings formed along the eye¬ 
lets. If the girdle is intended to be a permanent accessory, it may 
be sewed to position along its lower edge. 

With any variety of waist that may lie worn under tbe 
skirt the girdle will be very stylish. All sorts of season¬ 
able dress fabrics will make up attractively in a skirt of 
this description; and while applied decoration is not really 
necessary, rows of velvet or satin-edged ribbon or feath¬ 
er-stitching may be added for a foot trimining to a skirt, of 

cash mere, Henrietta cloth, 
serge, etc. For cheviot, 
tweed, etc., rows of machine- 
stitching will form on appro¬ 
priate decoration. 

Wo have pattern No. 3492 
in seven sizes for misses from 
ten to sixteen years of age. 


Velvet or cloth matching that in the skirt with which they are 
worn is generally employed in making these girdles, which are now 
very fashionable and may be worn with a blouse or shirt. Such 
girdles are always plainly finished. 

We have pattern No. 3520 in eight sizes for misses from eight to 
fifteen years of age. To make the larger girdle for a miss of twelve 

t ears, will require half a yard of material twenty inches wide, with 
alf a yard of silk twenty mches wide to line; while for the smaller 
girdle, three-eighths of a yard of goods twenty indies wide, with 
three-eighths of a yard of silk twenty inches wide to 
Price of pattern. 7d. or 15 cents. 


w 

line, will suffice. 


MISSES’ WALKING SKIRT, WITH REMOVABLE GIRDLE. 

(For Illustrations see 280 .) 

No. 3492.—By referring to figures Nos. 454 L and 460 L in this 


Fiot'RE No. 4»J8 L 


Figure No. 469 L 


Figure No. 468 L.—Child’s Toilette.—T his consists of Child’s Cloak 
No. 3512 (copyright) price lOd. or 20 cents; and Bonnot No. 1896. 
price Bd. or 10 cents. Figure No. 469 L—Little Girls' Press. 
—This illustrates Pattern No. 3529 (copyright). price lOd. or 20 
conts. Figure No. 470 L.—Little Girls' Press.—T his illus¬ 
trates Pattern No. 3590 (copyright), price lOd. or 20 cents. 
Fioure No. 471 I—Little Girls' Press—T his illustrates Pat¬ 
tern No. 3515 (copyright), price lOd. or 20 cents. 

(For DwrlptloM sc* » nd 283.1 


Figure No. 470L. 


magazine, this skirt may be observed made of spotted China silk. For a miss of twelve years, it will require five yards and three-eighths 
with velvet for trimming. of material twenty-two inches wide, or two yards and seven-eighths 

Vteui-rose Henrietta cloth was here selected for the skirt The forty-four inches wide. Price of pattern, Is. 3d. or 30 cents. 


S 3? E Cl -A. I_i NOTICE. 


TO SUBSCRIBERS:— 

Subscribers to our Publications, when ordering a change in the 
Post-Office Address to which they wish their Publications mailed, 
are particularly requested to give their full former Address, together 
with the new Address, and state the month and year in which the 
subscription began. Thus: 


“Tna Bctterick I't iusnnco Co. [LnrmmJ. 

Mrs. John Martin, formerly of Smithville, Bullitt Co., Ky., whoso 
Subscription for Tnx Delineator began with April, 1890, dosiros 
her Address changed to Manchester. Delaware Co., Iowa." 

THE BrTTERICK PCBLISHING CO. (Lunranl. 
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$tyle£ foi 4 Little ^olk^. 


FlOPRK No. 468 L— CniLD'S TOILETTE. 
(Ko» Illa.tmion we Pa«e ttj.) 


Floras -Vo. 469 L—LITTLE GIRLS' DRESS. 


(K.T III u»t ration Pan 2S1.) 



md bonnet. Fracas No. 4CS»L—This illustrates a Lillie Girls' dress. The pat- 
20 cent-«. is torn, which is No. 3529 and costs lOd. or 20 cents, is in five sites for 
a?e, and is little girk from two to six years of age, and is shown in two views 
The bonnet on page 284 of this DklWCatok. 

n four sizes In the present instance light and dark cashmere are associated in 
i its accom- the dress, and satin-edged ribbon provides a dainty trimming. The 
full, seamless yoke is arranged over the short body of the dress and 
in the styl- gathers in the upper and lower edges dispose the fulness prettily at 

the front and 
back. The lower 
edge of the yoke 
is overlapped by 
the upper por¬ 
tion of the full 
skirt, which is 
arranged at the 
top in rows of 
smocking that 
form a frill at the 
edge and confine 
the fulness nicely 
to the figure. Be¬ 
low the smock¬ 
ing the skirt 
hangs in natu¬ 
ral folds to iho 
edge, which in 
finished with a 
deep hem and 
trimmed with 
three rows of 
sat in-edged rib¬ 
bon. The ful¬ 
ness of the shirt 
sleeve* is pret¬ 
tily drawn at 
the wrists by 
shirring*. and 
over each sleeve 
is arranged ft 
short puff sleeve, 
the fulness of 
which is regu¬ 
lated by gathers 
in the upper 
edge ntid smock¬ 
ing that forms u 
frill at the lower 
edge. The stand¬ 
ing collar is here 
omitted in favor 
of a downward- 
turning frill of 
lace that afTords 
a dainty finish 
at the neck. 

This pictur¬ 
esque little dress 
will make up 

particularly well in cashmere, merino. Henrietta cloth, serge, flannel 
and other soft woollens that may be smocked to advantage, and 
nretty color contrasts will often be effected by using sewing silk of a 
harmonizing shade for the smocking, The yoke will often bo of 


Fracas So. 4T2 L. 


Floras No. 472 L.— Little Gists' TotunTE.—This consists of Little Girls’ Coat No. 3521 (copyright), 
price 10d. or 20 cents: and Cap No 2989 (copyright), price 5d. or lo cents. Fiona; 

No. 473 L.—Little Girls’ COat.—T his illustrate* Pattern No. 3499 
(copyright), price lOd. or 20 cents. 


Figcre No. 4*f L —This illustrates a Little Girls’ dress. The 
pattern, which is No. 3530 and costs lOd. or 20 cents, is in five si*» 

' ,i..L 
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for little girls from two to six years of age. and is differently pic- dered. Lace, ribbon, gimp, novelty bands or goods of contrasting 
lured on this page of this magazine. texture and color may be added for decoration, or a plain finish may 

Fine-checked cheviot and plain velvet were here employed in making be adopted, 
the dress, and gilt buttons and gold cord supply the garnitures. The * 

full, round skirt falls in natural folds from gathers at the lop, where Figure No. 472 I_LITTLE GIRLS’ TOILETTE. 

it joins the body; and the bottom is deeply hemmed and trimmed 

with a broad band of velvet. The front and back of the body are ,For L ‘ aRrtUoD **** 282 ‘ 

joined in shoulder and under-arm seams, and over the lower part of Fiocre Xo. 472 L.—This consists of a Little Girls' coat and cap. 
the front are arranged plaited bodieo-portions of velvet that are The coat pattern, which is No. 3521 and costs lOd. or 20 cents, is m 
effectively trimmed with gilt buttons arranged in dusters. The full five sizes for little girls from two to six years of age, and may be 
sleeves are made over coat-shaped linings, which are finished at the seen in two views on page 285 of this Delineator. The cap 
wrists with cuff facings of velvet; and over the tops of the arms are pattern, which is Xo. 2980 and costs 5d. or 10 cents, is in four sizes 
disposed caps that are deeply slashed and trimmed with gold cord from one to seven years of age, and is differently shown on its 
laced over gilt buttons. At accompanying label 

the neck is a turn-over In this instance the coat 

mJ , | (if 

decoration, orajilaiu^finish ^ 1 \ jj'' cuff dearth is trimmed with 


Fiocre No. 471 L.— 
LITTLE GIRLS’ DRESS. 

iFor Illuntratton k* iMgr Ml.) 

Fiocre No. 471L— 
This illustrates a Little 
Girls’ dress. The pattern, 
which is No. 3515 and 
costs lOd. or 20 cents, is 
in sevon sizes for littlo 
girls from two to eight 
years of age, and may be 
seen In two views on this 
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joined to the fanciful body, its lower and front edges being finished harmonising shade of silk it will be very effective. Cotton goods 
with hems. Boleros of Astrakhan are arranged over the smooth will also develop prittily by the mode, and lace or embroidered 
fronts of the body, and the colly, which extends in a deep point edging may pronde the trimming. 

At each side of the closing and in similar points upon the back, is We have pattern No. 3515 in seven sizes for little girls from two 
made of velvet. The full puff sleeves are also of* velvet and are to eight years of age. Of one material for a girl of five year?, 
gathered at the top and bottom, and the smooth linings exposed the dress requires three yards and seven-eighths twenty-two inches 
below the puffs are trimmed with cuff facings of Astrakhan. Astra- wide, or two yards and an-eighth forty-four inches wide, with half 
buttons are placed upon the fronts below the collar, and over a yard of silk twenty inches wide for the wristbands, etc. Price 


them is looped cord to 
an ornamental clos- 


of pattern, 
cents. 


lOd. or 20 


“t-h. 


Bengaline, Hen- 
tta cloth, cashmere, silk, 
gw and various other 
materials suitable for the 
top garments of little folks 
will develop attractively 
by the mode, and many 
dainty combinations may 
be effected by uniting vel¬ 
vet with goods of either 
■lken or woollen texture. 
Beaver. Persian lamb, ot¬ 
ter, sable and numerous 
other furs may be addl'd 
for decoration, but the 
quaint garment is so pic¬ 
turesque that applied gar¬ 
niture is not really needed 
to bring out its dressy 
and stylish effect 
The velvet Twin O’ Shan- 
ter hat is prettily trimmed 
with an ostrich tip caugbl 
with a fancy pin. 




Vitv. Back ffew. 

Lima Gnu' Dmns. (CorrmionT.) 

(For Inscription to !*•*• *6.) 


LITTLE GIRLS’ DRESS. 
(For Illustration* Me Page 283.> 

No. 3530.— By referring 
to figure No. 47*0 I, in this 
magazine, this dress may 
be seen differently made 
up 

In this instance the 
dress is pictured made of 
drew goods in two con¬ 
trasting colors and deco¬ 
rated with feather-stitch- 
ing. The front and back 
of the body are joined by 
ahculdcr and under-arm 
warns, and the closing is 
made »t the back with 
buttons and button-holes. 
I'pon each aide of the 
front is nr ranged a bodice 
portion that is turned down 
deeply at the top for a 
hem and laid in two up¬ 
turning plaits that Haro 


UTVLK O.K., DRKS& SSftSffVSi toS 

{Tor illustration* *m Par® 283.) the under-arm want, the 

No. 3616.—Another il- hem and each plait being 

lustration of this dress is given at figure No. 471 L in this Duinkat-.r. decorated for a short distance back of the front edge with feather- 
The little drew is hero pictured made of cashmere and silk of a stitching. The bodice portions join in a short warn at the center of 
contrasting color. The full, round skirt is formed of joined breadths the front and widen gradually toward the back edges to extend into 
of the material; the lower edge is finished with a deep hem, the arms'-eyes. The turn-over oollar is in two sections, which Hare 


and the upper edge is 
drawn by gathers and 
•owed to the long-waisted 
body, which is quite pic¬ 
turesque in effect. The 
full, low-necked front and 
backs are arranged over a 
plain front and hacks of 
lining, which are joined 
by shoulder and under¬ 
arm mmuiis ; and the clos¬ 
ing is made invisibly at 
the back. The fulness of 


C 


at the front und 1 uck, 
the loose edges being dec¬ 
orated with feather-stitch¬ 
ing. The full sleeve is 
ithered at the lop und 
ottoni and arranged over 
a coat-shaped lining, which 
is exposed to cuff depth 
and faced with the darker 
material, the upper and 
lower edges of the facing 
being also ornamented 
with feather - stitching. 
Over the top of the sleeve 
is arranged an ornamental 
sleeve, which is gathered 
to rise prettily on the 
shoulder and cut out in 
inverted V-shape on the 
upper side, all the loose 
edges being followed with 
feather-stitching. The full, 
round skirt is hemmed 
deeply at the bottom and 
trimmed with a deep band 
of the darker goods, tho 
upper edge of the hand 
Wing feather-stitched to 
position. The top of the 
skirt is drawn by gathers 
and sewed to the body. 
Wide sash-ties arc inserted 

«dgen with frills of lace. A rosette-bow of ribbon is placed on the in the under-arm scams and tied in a large bow, their free ends being 
center of tho front at the joining of the skirt and body. finished with broad, feather-stitched hems. 

This little dress will develop prettily in cashmere, serge, nun's- The garment will develop prettily in all sorts of dress goods, such 
vailing, camel's-hair, all-wool Surah and many other soft woollen as cashmere, nun's-vailing, camel's-hair. gingham, percale and num- 
fabrics. Combinations are especially pretty for it. and China. India erous other woollen* and cottons; and combinations are especially 
or Surah silk will unite daintily with any of the above goods, adaptable to it. Silk, velvet or a contrasting color of the same 
Feather-stitebing may be used to decorate the bem of the skirt and material will unite stylishly with any of the popular dress fabrics, 
follow tho outline of the wristbands and facing, and when done in a and the trimming may be as simple or elaborate as may be desired. 


the full portions is regu¬ 
lated by gathers in tho 
neck, shoulder nnd lower 
edges, and the exposed 
part of the plain portion 
is faced with silk to pro¬ 
duce tho effect of a round 
yoke, the lower edge of 
the facing being followed 
by a cording of silk. At 
the neck nre a similar 
cording and a frill of lace. 
The shirt sleeves are gath¬ 
ered at the upper and 
lower edge? and joined to 
wristbands that are finish¬ 
ed with cording** of silk at 
the upper and lower edges 
‘ decorated at the lower 



34W 

/Vtmf Vim. 

Little Gram' Coat. 
(For 



Back Vino. 
(Copt right.) 
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reen velvet are here united in the 
coat, and dark-green rib¬ 
bon supplies the decora¬ 
tion. The full, round skirt, 
which is cut bias, is hem¬ 
med deeply at the bottom, 
and narrower hems finish 
the front edges. The top 
is drawn by gathers and 
sewed to the short, round 
body, which is shaped by 
under-arm nnd shoulder 
seams and closed invisibly 
at the center of the front. 
A velvet !>ol<?ro is nrranged 
upon each front, anil the 
back luring made of velvet, 
the effect produced is that 
of a Spanish jacket. The 
collar falls in two long, 
flaring points between the 
boleros and on the hack 
and is curved to be quite 
narrow on the shoulders, 
and a bow of ribbon is 
placed brnenth the collar 
in front, its long ends fall- 
intr upon the skirt. The 
full sleeves are arranged 
over coat-shn|>ed linings, 
which are exposed to cuff 
depth nnd fared with vel¬ 
vet, Tho fulness of the 

ankles and is hemmed deeply at the bottom, the hem being caught to sleeves is regulated by gathers at tho top and bottom, and tho sleeves 

& wiih feather-stitching; tho upper edge is turned down tor a droop in deep puff fashion over tho facings. 

, and tho skirt is smocked deeply with embroidery silk, the A coat of this description will develop stylishly in light-weight 
upper row of smocking forming tho edge into a pretty frill. The cheviot, tricot, diagonal, serge, flannel, cashmere, etc. j and velvo^ 
smocked part of tho skirt is set upon tho outside of the body, the corduroy, Astrakhan or novelty goods 
upper row of smocking being sewed over the lower edge of the yoke; any of these. The skirt will bo equally 
under llio arms the skirt pa*«o> into the arm s’-eyes; nnd below tho way of the material, but in plaid goods 
smocking it falls in natural folds to the bottom. The shirt sleeve is !ar at present. The 
gathered at the upper edge, and a casing is applied some distance bow being generally 
above the wrist edge, a tape l>o- 
ing run into the casing to draw 
tho sleeve in nt the wrist and 
form a pretty frill at the edge. 

Over tho upper part of each 
sleeve is nrranged a short, puffed 
sleeve, which is gathered nt the 
top, nnd turned up deeply nnd 
smocked for some distance at 
the bottom, the lowest row of 
smocking forming the edge into 
a dainty frill. 

Thischarming little dress, with 
its long skirt and short body, 
is especially becoming to little 
women. Combinations are fa- 
v.ored for the development of the 
mode, silk, mull or some other 
soft material uniting daintily 
with any of the soft wool fab¬ 
rics, among which cashmere, 

Henrietta doth, nun’s-vailing, 
and goods of similar texture are 
the favorites. The smocking 
will 1 m: done most effectively in a 
contrasting color of embroidery 
silk. Trimmings may be alto¬ 
gether dispensed with on this 


UTTLB UlRLN COAT. (COIYRIOHT.) 


vill unite handsomely with 
> re tty when cut the straight 
he bias effect is more popu- 
liltle decoration, tho ribbon 
t; but, if preferred, sovcral rows of 
velvet ribbon or braid may trim 
the bottom of tho skirt. A pretty 
coat unites gendarme-blue clotu 
and velvet of a darker shade, 
lliroe rows of velvet ribbon 
just above the 


lower 

We have pattern No. 3499 in 
six sizes for little girls from two 
to seven years of age. To make 
the coat as represented for a 
girl of Dvo years, will require 
two yards and three-eighths of 
plaid cloth tifty-four inches wide, 
and throe-fourths of a yard of 
velvet twenty inches wide. Of 
one material, it needs five yards 
and five-eighths twenty-two 
inches wide, or three yards forty- 
four inches wide, or two yards 
and a-half fifty-four inches wide. 
Price of pattern, lOd. or 20 cents. 


LITTLK GIRLS’ COAT. 

(For UlQitraiioti* see tliL* Page.) 
No. 3521.—At figure No 


dress, but a pretty foot decoration will generally be applied. 472 L in this Delineator this handsome little coat is shown 

We have pattern No. 3529 in five sizes for little girls from two to made of light doth, the trimming being provided by dark 

six years of age. As represented for a girl of five yean*, the dress Astrakhan. 

will require three yards and a-fourth of cashmere forty inches wide. Gray-blue cloth was here used for the coat, with black fur for 
with a yard and tllrce-eightbs of silk twenty inches wide. Of one decoration. The full skirt is hemmed deeply at the lower edge, and 

material, six yards and three-eighths twenty-two inches wide, or narrow hems finish the front edges. The upper edge is drawn by 

three yards and three-eighths forty-four inches wide, will suffice, gathers and sewed to the body, which is fitted by shoulder and 

Price of pattern, 10d. or 20 cents. under-arm seams and dosed with buttons and button-holes. At the 



neck is a standing collar overlaid with fur; and the full sleeves are a child of five years,- will require a yard and seven-eighths of lady's- 
gatbered at the top and bottom and arranged over coat-shaped lin- cloth fifty-four inches wide, with a yard and three-eighths of Sicili- 
inga which are exposed to cuff depth and faced with fur. A triple eone twenty inches wide. Of one material, it calls for five yards 
cape composed ot graduated sections of uuiform lower outline is and seven-eighths twenty-two inches wide, or two yards and three- 
included in the seam with the standing collar; it tits smoothly about fourths forty-four inches wide, or two yards and an-eighth fifty-four 
the shoulders and is finished at all its edges with a single row of inches wide. Price of pattern, lOd. or 20 cents, 
machine-stitching. 

This stylish little coat will develop well in all sorts of light-weight 
cloths and coatings, and also in many of the heavier dress goods. 

When the texture of the goods will permit, the edges of the cape 
sections may be pinked or left unfinished. Sometimes a fancy cord 
will follow the outline of each section, and machine-stitching is 
always in good taste. Fur or Astrakhan will form a stylish decora¬ 
tion for the collar and sleeves, and if desired, the cape sections may shaped 
be made of Astrakhan. A pretty lining is always in order, especi- and clc 
ally when dress goods an- made up. 

We have pattern No.3521 in five sizes for little girls from two 
six years of age. To make the coat for a little girl of live years, 
will require five yards and seven-eighths of material tweuty-two 
inches wide, or three yards and an-eighth forty-four inches wide, with velvet, the 
If goods fifty-four inches wide be chosen, then two yards and an - facing prettily, 
eighth will suffice. Price of pattern, LOd. or 20 cents. 


LITTLE GIRLS' COAT. 

(For lllurtrallooi see thtf Page.) 

No. 3493.—A stylish little coat is illustrated in these engravings, 
cloth and velvet being chosen for it. The short, round body is 
by shoulder and under-arm seams, and its fronts lap widely 
close invisibly with buttons and button-holes. The fronts and 
back of the full skirt are joined by under-arm seams and finished at 
to the lower and front edges with hems. The back of the skirt is 
in two double box-plait* and sewed to the body on the 
ine distance below its upper edge, which is deeply faced 
aits falling in ruche fashion and showing the 
io side and arm’s-eye edges of the back-skirt 
pass into the corresponding seams of the body. The right front of 
the skirt is laid in two single box-plaits and the left front in one 
box-plait, the right front lapping over the left so ns to bring the first 

e t at the center of the front; and both fronts are sowed to the 
er edge of the body. At the neck is a standing collar, ami the 
fronts of the body are decorated with strata, of velvet which extend 
upon the tops of the plaits and are pointed at their lower ends. Tho 

full sleeves are arranged 
over rout-shaped linings 
which are exposed to cuff 
depth and faced with vel¬ 
vet. Tin- top of the sleeve 
is turned down deeply and 
gathered to form a frill, 
which stands high nbovo 
the shoulder and tajHirB 
narrowly nt each side. 

The cout is very pictur¬ 
esque and will develop 
stylishly in nil sorts of 
woollens, such as cloth, 
novelty goods, cnslimere, 
serge, ilannel, corduroy or 
any of the fasliionablo 
goods used for such gar¬ 
ments. Combinations nro 
especially adaptable to the 
mode, velvet being gener¬ 
ally united with wool 

C jods. Velvet, Hercules 
raid or tancy braid, etc., 
may be used for trimming, 
which may be applied in 
any tasteful manner pre¬ 
ferred. Ribbon in rows 
will frequently trim tho 
wrists of the sleeves and 
may also be added to tho 
bottom of tho skirt. 

ir, We hare pattern No. 3493 in five sites for little girls from two 
/. to six years of age. To make the garment for a girl of five years, 
ar will require a yard and seven-eighths of cloth fifty-four inches wide, 
preferred. A handsome development of the mode with a yard and five-eighths of velvet twenty inches wide. Of ono 
lel’s-hair and golden-brown armure, with narrow material, five yard* and five-eighths twenty-two inches wide, or two 
r a foot decoration. yards and three-fourths forty-four inches wide, or two yards and 

tern No. 3512 in six sizes for children from six a-fourth fifty-four inches wide, will suffice. Price of pattern, 10d. 


Little Girls' Coat. (CorraionT.) 
Ifor Dwcnpuon *e* this 


SPECIAL RATES FOR PACKAGES OF PATTERNS 


On orders for Packaobs of Patterns the following discounts will On receipt of $10.00, or £2, we will allow a selection of $15.00 
be allowed, but tho entire amount must be ordered at one time. In or £3. in Patterns. 

ordering, specify the patterns by their numbers. Patterns, when sent by Mail, are post-paid; but Parcels-Delivery 

On receipt of $3.00, or 12s., we will allow a aelection of $4.00, or or Express charges we cannot pay. 

16s.. in Patterns. In making Remittances, if possible, send by Draft, Express 

On receipt of $5.00, or £1, we will allow a selection of $7.00, or Money-Order or Post-Office Money : Ordcr. Do not risk Postal- 
£\ 8a, in Patterns. Orders, Postal-Notes or money in a Letter without Registering it. 

Tna Bcttebick Publishing Co. [ Lihitkd]. 
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Illustrated Mipdellkiiy. 


HflTS AN0 gONN€T$. 

(For Illustrations ** I’ww «7 and S*.) 

Despite the appearance of several new and attractive styles in 


at the left side of the crown, completing the simple but effective 
trimming. If liked, plain or colored velvet or striped or ptaided 
taffeta may be used for draping the crown. 

Figure No. 2. — Ladies’ Felt Hat. —Tbis becoming bat is 
pictured in black felt. The brim is wide and is bound witli black 





Full'ME No. 1 


Ftot *re Ka 6 .—I.adii:k' Felt IIat 


Kiol’Mk No. 3 .—Lauucs’ Felt Sailor Hat. 


Fiocre No. 4.— Ladies' Toqdk. 


Figcre No 6.—Ladies’ Felt Hat. 

(For DtfcriptioM of Figarra So-, i. a. s. 4, S and 6. ' Hau tod 

Pagr» and S8S.) 
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Figure No. 4. — Ladies' Toque. —For dressy wear a toque is 
always in order. In this instance the frame is covered with dark- 
garnet Surah that is wrinkled over the crown and shirred on the 


wires forming the frame at the sides. A rather full 
from the lower row of shirring and produces a pretty 
In front are grouped three fancy feather pom¬ 
pons; several loops of garnet groygrain ribbon 
stand above the pompons, and a full aigrette, 
placed at the side of the pompons, curls over 
the ribbon loops. At the back are adjusted 
tie-strings of narrow garnet ribbon that are to 
be brought forward and bowed on the corsage. 


ng results 
trimming. 


priately accompany a cloth or cheviot walking costume. It is made 
of brown felt, and the brim, which rolls evenly above the low crown, 
is faced with brown velvet. At the front are placed two largo 
pompons made of loops of gold cord, and back of these are adjusted 
several loops and ends of' gold grosgrain ribbon, which contrasts 

stylishly with the bat material. The 
shape is somewhat trying, but the 
wearing of a veil will frequently ren¬ 
der it becoming to a face that would 
otherwise find it impossible. 


$TVLI$H LINGERIE. 

(Fur Illustration* jct F»fica 908 and 389.) 
Curiously devised buckles and 


Figure No. 8.—Ladies’ Felt Titiumn 


a very clab- 
be desired, 
ones afford 


Figure No. 7.—Ladies’ Felt Hat. 
(For Description* of Kv^urv. No*. 7 and 8. ace 


-) 


Fioitrk No. 5.—Ladies’ Felt Hat.—A n effective shape in black 
felt iH here pictured. The brim in wide at the front and rolls gradu¬ 
ally toward the back, showing a facing of black velvet. Black groa- 
grnin silk is knotted at the front of the brim and exteuded aloog the 
left side of the crown, the cod of the silk being concealed by a large 
bow of black grosgrain ribbon, 
which stands high above the 
crown at the back. A large black 
bird in tacked at the hack, its 
sharp wings rising above the 
loops of the bow, and its head 
resting against the outside of the 
brim, with stylish effect A tiny 
black bird adjusted over the knot 
at the front of the brim would 
bo a stylish addition to the trim¬ 
ming of the hat. 

Fiona*: No. fl. 

—Ladies' Felt 
Hat.—T his art¬ 
istic hat, which 
is designed for 


Fiucu No. 4. 


Fiocaa No. 8. 


dressy wear, in 
made of dark- 
felt. The 
rim rolls at the 
left side and 
shows a facing 
of dark-gray velvet; and the 
front of the brim is perfectly flat. 

A large round bow of silver-gray 

I TOsprain ribbon is placed at. the 
eft side of the crown, and above 
it rises a dark-gray ostrich feath¬ 
er, a similar feather resting 
against the crown at the front. 

Heliotrope and gray would form 
au equally stylish combination, 

• he feathers on a gray hat of 
this style being heliotrope and the 
ribbon either gray or heliotrope. 

Figure No. 7.—Ladiw’ Felt 

Hat. —Brown felt is the material shown in this hat, the broad brim 
of which is bent fantastically in front and tacked to the low crown 
at the back. The crown is encircled at its base by a band of 
brown velvet ribbon, and over it fall four full cream ostrich feath¬ 
ers. A hat of titis kind would admirably complete an elegant recep¬ 
tion toilette of brown Bengaline. 

Figure No 8.—Ladies’ Felt Turban.—T his turban may appro- 


No. 7. Fiocaa No. 8. 

Figures Noe. 2, 3, 4. 5, 6, 7 and 8.—Fancy Rcchings. 

(For Descriptions of Flgurw NoA 1.1. 8. «. V «, T aad 8. “SytW* U agrrt,." on 

this F»*e.) 


slides of cord or 
mcutcrie are offered for 
use upon gowns that arc 
decorated with trimming* 
of a similar nature. In¬ 
deed, unless a very elab¬ 
orate dress 
these accessories 
sufficient ornamentation of 
themselves, without the 
application of other garni¬ 
ture. 

Although sashes are no 
longer new, a most desir¬ 
able mr of novelty may be 
attained by their tasteful 
arrangement, the plainest 

Figure No. 1 .— Fancy A pro*. 

.. ' N V gown or one that shows sign* of 

A,,-—some VNr being wonderfully 

freshened and beautified by a 
pretty fash uniquely adjusted. 

I The fancy apron is now soim- 

j/y, portant an item in a fashionable 

-*— woman’s outfit, that la Mode has 

originated new and handsome 
designs to suit 
all tastes. Tho 
apron illustrated 
this month is as 
simple ns it is 
pretty, and has 
the ’ additional 
advantage of be¬ 
ing an entirely 
new design. 

Figure No. l. 
—Fancy Apron. 
—This npron is illustrated made 
of black Surah showing Roman 
stripes. The edges are fringed 
slightly, and the upper part is 
laid over a narrow ribbon match¬ 
ing the red of one of the stripes, 
so that it laps about a-fourthof a 
yard upon the longer portion, the 
ribbon being tied in a bow at the 
back. Aprons of this kind are 
especially dressy for afternoon 
wear, and may be made of any 
fancy silk that is alike on both 
sides. If desired, the ribl*on ends 
may be long and wide, thus forming a graceful bow of loops and 
ends at the back. 

Figure* Nos. 2, 3, 4, 5, 6, 7 and 8.—Fancy Rccbtngs.— The stylish 
ruchings here shown are suitable for both dressy and plainly finished 
gowns for either street or house wear, and are made by the Kur- 
sbeedt Manufacturing Co. 

The niching shown at figure No. 2 is composed of two rows of 
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white silk cord formed into tiny scollops, and a fine silk-edged skirt the slides restraining the fulness gracefully, at their different 
box-plaiting of liase placed between the narrow scolloped rows. points of adjustment The effect of the arrangement, which some- 

Tke niching shown at figure Xo. 3 has white silk cord scrolled at 
the edge of a muslin band, and between this and an outside section 
of finely plaited liste that is cut in points and outlined with white 
silk is visible a fold of lisst edged with gold cord. 

At figure Xo. 4 the niching is formed of a white satin band and 
while silk coni, the latter being the portion visible above the dress 
collar when the ruche is adjusted 

Tile niching pictured at figure Xo. 5 consists of a black satin fold 
edged with tiny gilt bpads and a black lust fold edged with gilt 
soutache braid.’ 

At figure No. 0 the ruching is composed of a fancy-edged band, a 
row of finely plaited /me formed in points that are edged with silk, 
and a row of satin-edged armnre ribbon. 

The ruche pictured at figure Xo. 7 has a row of twisted w hite 
silk coni between two rows of coni formed into scollops. 

Two rows of gold-and-white twisted siik cord and two rows of 

fancy silk-edged 

/Use form the 
ruche shown at 
■ figure Xo. 8 . 

Figi'ke No. 0. 

— Directoirk 
W < rR lcbdco. — This 
decoration is 

/'VW'/# adaptable to all 

V ’ /i-'h sor, “ of r la,n 

If' KlBuLl /h 
II 

\ i>-- 

UT W ^ mans"!, ' <!'wie 

^ 9L ^ 

ym,- „ ■rl China silk In 

^B,y 1 yttiW , |« is fashioned from 


Fiona No. 10.—Grow or Slu»rb. 


Fioore No. 9.— Pirictoire Rtrmxo. 


be used upon the same costume. I A 

Fiocre No. 11.—Grocp or SAsnt*.—This group rep- HsilFW | A 

resents three different method* of arranging the long ‘ash. BvAAB 

Tbo sashes here pictured are made of Surah and are of IJ flf 1 W 

Kurshecdt’s Standard manufacture. The first sash to RV/f if II M 

the left is black, and its ends are trimmed with deep 1 K* 

netted black silk fringe. It is draped about the waist 
*nd disposed in a short loon and in two ends that fall to 

the edge of the skirt The sash shown at the center is of Ql » /»’ 

a dainty shade of old-blue and is trimmed with a deep Mjmwl f | TTjA \ Mf/ 

oniamental fringe of corresponding color. It is folded WET FlllKfM \ 

double about the waist and formed in a short loop and Ml I \ 

two ends of unequal length a little to the left of the __ 

center of the front The third sash is cream-white and VT „ _ 

its ends are trimmed with white fringe having a deep, FiorRE >o. 11 .—Grow or 

fancy heading. The sash is folded double and at in- (For D^npOow of K«. 9.10 and 11 , m* -s 

tervals is drawn through cord slides of different sizes. 

It is carried diagonally from the left shoulder to the right hip, what suggests a Greek drapery, is di« 
below which it falls almost in a straight line to the edge of the upon a costume of black or dark-hued 


ed to especial advantago 
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AT Home. 


Put’U No. *. 


wiscut by pattern No. 3497. which is illaptrated again in this maga¬ 
zine and costs Is. 3d. or 30 cents. 

_ , The basque, which is pictured at figure No. 2. has square jacket- 

(For Illoitreikma « Far* so to **.) fronts of sifk that are trimmed in bo.6ro outline with passemen lerie 

The fashionable bodice is so ingeniously closed that it seems at and open over full surplice-fronts of velvet; the right surplice-front 

overlaps the left, and the fulness at the lower 
edge is disposed in plaits that are drawn through 
a buckle. Between the flaring edges of the sur¬ 
plice fronts the under-fronts are revealed with 
the effect of a full chemisette. The velvet sleeves 
rise high above the shoulders and lit smoothly 
below, and a velvet standing collar havingpoinied 
ends is at the neck. 

Figure No. 3 represents the sleeve cut from 
silk. The top curves high and full above the shoul¬ 
der. and the sleeve is shortened to extend to 
a little below the elbow, and trimmed at the 
edge with passementerie corresponding with that 
ou the jacket fronts. The short sleeve will be 
favored when the basque is intended for even¬ 
ing wear. With skirt No. 3498, which costs Is. 
C<1. or 35 cents, a basquo of this description may 
be appropriately worn. 

Figure* Nos. 4 and 6.—Combination and Dko- 

ORATION FOR A LaDIES’ BaSQUK AKD Sl.EhVE.— 
.^•rge in a medium shade of gray and dark-gray 
velvet ore associated in this basque, and velvet 
and silver braiding contribute the decoration. 

The sleeve, pictured at figure No. 4. displays 
graceful folds above the elbow and rises quite 
high above the shoulder* : a deep, pointed facing 
of velvet, all-over braided in a pretty design, is 
applied at the w rist, supplying a handsome cuff 
decoration. 

The basque is shown at figure 
No. 5. The right front is full and 
is crossed in surplice fashion over 
the left front, which has a round- 
yoke unper pnrt of velvet orna¬ 
mented with a fancy braiding de¬ 
sign, and n full lower portion that 
is shirred at tho top to form n 
frilled heading. A narrow, point¬ 
ed velvet girdle decorated to cor¬ 
respond with the yoke follows 
the lower outline of tho right 
front. The sleeves are full nt the 
top and are tacked in pretty folds 


Fioure No. 1 .— Combination and Decoration 
for a Lahucs’ Skirt.— (Cut by Pattern No. 
34U8; V sizes; 20 to 36 inches, waist 
price la Qd. or 35 cents.) 


No. a. 

Florae* Nos. 2 and 3.— Combination and Decoration for a 
Ladies' Basqub axd Sleeve.—(C ut by Pattern No. 3487: 
13 sizes; 28 to 46 inches, bust measure; price 1 a 3d. or 30 eta) 


first glance to have been seamed together on the wearer, without a 
thought of its future removal. In almost every instance tho means 
of closing are concealed, even the plain bodice, which is secured in 
tho regulation maimer, being so trimmed that the method of its 
fastening is completely hidden from view. 

The latest styles of bodices show fulness that is very popular just 
now, but the manner in which this fulness is introduced differs in 
almost every case, bocomingness being duly considered in the 
designing. 

Sleeves are full at the shoulders, but entirely smooth below the 
elbow, favoring the application of garnitures. 

Several of the new skirts offer pleasing opportunities for the 
development of artistic combination*, glimpses of the foundation 
being frequently visible between the flaring edges of the draperies. 
There is little inclination for pronounced fluffy effects in draperies. 

The shirt-waist is promised an extended vogue for bouse wear 
during Autumn and Winter, and the deep bodice-girdle is introduced 
as a fitting oompanion for it. This "irdle gives a finished air to a 
toilette composed of a shirt-waist ana a plainly draped skirt, and is 
wonderfully improving to both plump and slender figures. 

Fiocre No. 1. — Combination and Decoration for a Ladies' Skirt. 
—Light silk and dark velvet are united in this graceful skirt, and 
Kursheedt’s Standard Escurial embroidered bands supply the decor¬ 
ation. The combinaiion and decoration pictured suggest the suita¬ 
bility of the 6kirt to accompany basque No. 3497. Over the front- 
gore is arranged a tablier that is wrinkled at the top by plaits made 
at the side edges, below which the tablier falls smoothly, displaying 
to excellent advantage two Escurial bands applied just above' the 
edge. The back-drapery is full at the center and plain at the sides, 
ami between it and the tablier the velvet skirt is revealed in a long 
inverted V. The pattern used for this skirt was No. 3498. which is 
shown again in this magazine and costs Is. 6d. or 35 cents. 

Flaunts Nos. 2 AXD 3. — Combination and Decoration for a 
Ladies’ Basque and Sleeve.— Light silk and dark velvet are associ¬ 
ated in this stylish basque, and a gold buckle and Kurshcedt’s Stand¬ 
ard Escurial embroidered bands provide the decoration. The basque 



Fionas Nos. 4 ani> 5.— Combination and 
Decoration for a Ladies’ Basque and 
Sleeve.— <Cut by Pattern No. 3418; 
13 sizes; 28 to46 inches, bust measure; 
price Is. 3d. or 30 cents.) 

(For DracrtpUonfl of Figure* Nos. 1.2. S. 4 and 5, 
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to tho lining; and the velvet standing collar is prettily decorated of this style may be worn with any pretty skirt of the same or of a 
with braiding, like the girdle and yoke. The pattern employed in contrasting material. Sleeves made and trimmed as illustrated will 



Piot'ii* No. 10 . 

Figures Xoa. 8. 8 and 10 .— Rosette, and Method or Marino It. 


frequently be preferred to sleeves of velvet as pictured at fi 
A front view of the basque is pictured at figure No. 7. ' 


Pioi'res Nos. 6 AND 7.— Combin¬ 
ation and Decoration ro* a 
Ladies' Basque and Sleeve.— 
(Cut by Pattern No. 34 S8; 13 
sizes; 28 to 46 inches, bust mm*, 
ure; price Is. 3d. or 30 cent*.) 


is shifred onoe m each shoulder edge, and the fulness is disposed in 
three rows of shirring at the waisMine at each side of tho oenter. 
The lower outline is jtointed. Two bands of velvet ribbon of un¬ 
equal length that are shaped to form points at their front ends are 


cuttin 


was No. 3418, which 
costs Is. 3d. or 30 cents. 

Figures Nos. 0 and 7.— Comiuna- 
tion and Decoration roK a Ladies’ 
Bahquk and Sleeve.— Checked suiting 
and dark-brown velvet are associated 
in this pretty basque, and brown vel¬ 
vet ribbon and steel buckles comprise 
tho decorations. 

At figure No. 6 the sleeve is shown 
developed in tho checked goods cut 


Fiona No. 13. 

Figures Nos. 11, 12 and 13.—Combination and Decoration rom Special Parts or a Ladies' Costcrr—(C ut bv Pattern No. 3534 

13 sizes; 28 to 46 inches, bust measure; price Is. Sd. or 40 cents.) 


(For Description* of Figure No*. 6, T. 8. 9.10, Jl, is and 13, aae “ D re—makin g a! Home, on Page* 891 and 298.) 


bias. The top is curved and full, and the wrist is trimmed with applied diagonally upon the upper part of the front at the left side, 
buckles and velvet bands to correspond with the basque. A basque the pointed ends being drawn through ornamental buckles. The 
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▼elvet standing collar fits the neck closely, and 
the velvet sleeves rise high above the shoulders. 
The pattern used in shaping this basque was 


Figcrk No. 14.—Lambs' Shirt Waist axd Bodice- 
GlRDIA—(Shirt-waist cut by Pattern No. 3466; 

13 *\rm ; 28 to 46 Inchon. boat measure; price 
Is. 3d. or 30 cents. Girdlo cut by Pattern No. 

3ft 10; 9 sizes; 20 to 36 Inches, waist measure; 
price lOd. or 20 cents.) 

No. 3488, which is illustrated elsewhere in this 
magazine and costs Is. 3d. or 30 cents. 

Fioures Nob. 8, 9 and 10.—Romm; and Mrrnoo 
or Making it.— At figure No. 8 is represented a com¬ 
pleted rosette made of silk. Figure No. 9 shows a back 
view of the rosotto, the silk being gathered to a cir¬ 
cular piece of buckram, which forms the foundation. 

At figure No. 10 the method of making the ros¬ 
ette is illustrated. Bias strips of silk are folded 
double, and each is gathered a short distance from 
its loose edges to form h rutile, double thread being 
used to bear the strain of drawing. The ends of 
each ruffle are pointed, and the ruffle is sewed round 
and round the buckram as illustrated, until the ros¬ 
ette is formed, the number of strips necessary de- 

K nding on the size of rosette desired. Rosettes may 
made of tho dress fabric, if this be of a soft tex¬ 
ture, or of ribbon: when the latter is used, however, 
tho gathers should be made atone long edge, the rib¬ 
bon not boing doubled. 

Figures Nos. 11, 12 and 13.—Combination and 
Decoration nor Special Parts or a Ladies' Cos¬ 
tume. —The costume here illustrated is designed for 
oveuing wear, Uie materials used io its development 
being figured China silk, velvet, Surah and lace, the 
velvet and lace also entering-into the decorations. 

At Gguro No. 11 the sleeve is shown made of the 
silk. It is stylishly full at the top. and a row of 
fulled lace falls prettily over the hand from the wrist 
edge, a rosette of lace being adjusted at the inside 
of tho arm over the ends of the lace frilL The pat¬ 
tern used in cutting this costume was No. 3534. 
which costs Is. 8d. or 40 cents. 

The basque-bodice is shown at figure No. 12. 
The fronts are prettily full, and between them is 
disclosed a full plastron of Surah that is adjusted on 
the lower part of the undcr-fronts, the upper part of 
, the under-fronts being faced with velvet in square- 
yoke fashion. A row of lacc is cascaded along the 
front edge of each full front, prettily framing the 
plastron and simulated yoke; and a narrow girdle of 
velvet follows the lower outline of the fronts. A 
standing collar of velvet is at the neck, and above it 
at the back rises a Medici collar of velvet that is lined 
with Surah. The sleeves are composed of lace so 
arranged that the points meet at the center of the 
arm, and a gathered row of lace is arranged at the 
top to rise full above the shoulder. 

The skirt, shown at figure No. 13, is covered with 
a drapery that is wrinkled slightly at the top and 


QUIU* Nos. 1ft AND 16.—STTUKXl 

Combination and Decoration tor 
a Lames Polonaise and Sleeve. 
-<Cut by Pattern No. 3516; 13 >1 


FrocKKs Nos. l", 

18 AND 19- 

Conjugation 

and Decora¬ 
tion for Spec¬ 
ial parts or a 
La dibs' Co8- 
TCMK. (Cut by 
price Is. 8d. or 40 cents.) 
jomc.'onPagMWSawasH., 


Nos. 14. 15,16.17.18 
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hanes smoothly below; three rows of lace are arranged in flounce through a box-plait sewed on the right front At the neck is a 
fashion above the edge. The upper row, which shows a frilled band, which is also closed with a stud; and over it turns a rolling 

beading, is raised at the left collar that flares at the throat and is finished at its free edges 
illitlll— i side; and the second row with stitching. The sleeves are in shirt-sleeve stylo and show 

follows the.outline of the but little fulness at the top. 

m The girdle is cut from brown velvet and 


decorated with rich gold embroidery in 
a pointed design, the points almost meet¬ 
ing at the center of the girdle. The girdle 
is curved deeply at the sides and defines 
a decided point at the upper and lowct 


Fiouuk No. I.—GcxTutunr'a Foloed 
Purr 5 *cabk. 


first, the entire arrangement produc¬ 
ing a festooned effect, 

Fiona No. U.—Ladiei’ Smiht- 
W Aim and Bodice-Girdle.— The styl¬ 
ish shirt-waist shown at thia figure 


edges, and the ends are 
dosed with cord laced 
through eyelet*. 

All varieties of silks 
and soft woollen fabrics 
will be used for shirt¬ 
waist*. and velvet will 


Figcrk No. 3.—GorTLKMHx'a Knot 
Scant. 


Ip— ^ generally be dios- 

ITC* i All <‘ii for the girdle. 

——a nP TaJLl t 

tern No. 3510, price 
10 d. or 20 cents. 
Both patterns are 
Pisnui No. a. shown elsewhere in 

this Delineator. 

Figcbls Nos. 15 and 16.—8ttush Combination and Deco¬ 
ration tor a Ladies' Polonaise and Sleeve. — Heliotrope serge 
and black velvet form an attractive combination in ttiis styl¬ 
ish polonaise, and heliotrope soutache braid and an oxidized 
buckle provide the trimming. 


At figure No. 15 is shown a front view of the polonaise, 
which IS cut to basque depth in front and present* a some¬ 
what pointed lower outline. Between the darts below the 
waist-line the outside fronts are made of velvet and gathered 
to produce the effect of a fuil girdle, which is emphasized by 
an oxidized buckle nicely adjusted at the center. A gathered 
cape-section trimmed along its free edge with three rows of 
braid is arranged on the basque; it graduates narrowly toward 
the ends, which meet at the waist-line, and rises full above the 
shoulders. Between the ends of the cape section the fronts 
present the effect of a deeply pointed yoke. Just back of the 
dosing is applied a strip of reivet that tapers to a point at the 
is fashioned from plain cream China silk. Plaits are stitched at ends of the cape section, and small velvet butUms make the 
each side of the dosing, which is made with tiny gold studs dosing. The standing collar is faced with velvet above the facing 


Fiona: No. 7. 

Fionas Nos. 4. 5. 6 and 7.—Gentlemen's Bows. 
(For Doacripdom of Figure* No*. J. 2. 3.4.5. s «ad 7, m* “ Style* for G 
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REIGATE 


On the fronts, and graduated rows of braid are arranged perpendic- and a row of fringe outlines the free edge o 
ularly upon the fronts and collar, their lower ends being gracefully girdle follows the lower edge of the basq 

_ coiled, and the ends at the ceo- 

~Tfp- | Brw, entircdecoralioo ter. The velvet 

tall [vflb'j '• • rthemtg w;-- 

'WUMLijt v 


1C the sleeve is flaring prettily at 
pictured made of the front and 
serge. At the top back. The sleeves 
it is prettily are full and high 
wrinkled, rising and arc arrang- 
high above the ed over coat- 
shoulder; and shaped linings, 
below the elbow which are cut 
it Gts smoothly, off below the 
a deep band of sleeve, a band 
velvet, trimmed of velvet ribbou 
with rows of being added at 
braid in groups the lower edge 
of three, four of each. This 
and five, being costume is one 
applied at the of the most de¬ 
wrist. The pat- sirable of the 
tern employed in seasonable 
cutting (his stvl* modes, and will 
ishpolonaise Na develop atlrac- 
351C, which costs tively in numer¬ 
ic 6d.or35oents ous oilier cotn- 
and is differently binations as art- 


DlAOHAM A. 

Figure No. 1, and Diagram a.—Work-Box 
and Section ron Suaplno It. 


Figure No. 8.—Gentlemen's J’crr Scarf. 

(for Dsumption Me “ Styloe for ilenUemen,” oa Pe«e MJ 



Illustrated elsewhere in this Delineator. 

Figures Nos. 17, 18 and 19.—Comhin* 

ATION AND DECORATION FOR SPKCIAL 
Parts or a La dim' Costume. — Mode 
camelVhnir, cream Surah and brown 
velvet were used for the stylish costume 
illustrated in parts at these figures, and 
Kurshevilt's Standard chenille fringe, 
tablior and ornament and a steel buckle 
furnish the decoratious. The pattern is 
No. 3523, which is pictured elsewhere in 
thin magazine and costa Is. 8d. or 40 cents 

Figure No. 17 portrays a front view 
of the skirt, the gores of which ate 
covered by a front-drajiery arranged in 
long plaits at the sides, between which 
tlie drapery is effectively decorated 
with a handsome fringe lablier. 

The basque, as shown at figure No. 
18, presents very fanciful fronts. Tho 


Figure No. 2.—Decorated Piano- 
Stool. 


Figure No. 3.—Dracery for ax Cprigiit Piano. 

at Rpuw No*. I. Sand Sand Diagram A. Me “AnlMk Needlework." on Pag* »*».> 


upper portion of each front iatic as the one here pictured; and its fringe garniture will accord 
o w a plaited yoke of Surah, admirably with a great variety of fashionable dress goods. 

oratm) Piano- the plaits being held in Figure No. 19 shows the effect of the sleeve when cut from velvet. 

place by fancy stitching In thi* instance the sleeve is shown in full length, and the founda- 
done with mode silk. Be- tion. which extends to the wrists, is faced below the sleeve and 
ns the fronts are of contrasting design. The trimmed with a handsome ornament corresponding with the bead- 

...1.:. i.fi £ _i: . #. r_ r .a . « •• 


low these yoke portions the fronts are of contrasting design. The trimmed with a 
right front is full and overlaps the plain left-front in surplice fashion, ing of the tablier 
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$TVLe$. GeNTLeneN. 


(For IUa*tratkMi* m* Page* 

In the neckwear for the coming 
are, in the order of 
their importance, 
black, blue - indigo, 
marine - blue, peon- 
blue, Royal-blue, 
blue, gray, London- 
anioke, steel, cadet, 

r at, cardinal, clar- 
seal-brown and 
myrtle. On black 
grounds great license 
is allowed in the mat¬ 
ter of combination ef¬ 
fects. Handsome col¬ 
ors forming every 
conceivable contrast 
are interwoven in the 
cloth, and in no case 
is the effect at all 
bizarre, although it 
would seem hardly 
possible to avoid this, 
when we consider the 
brilliant colon* used. 


season the new ground shades 


Fiacaa No. 4. Fioiu No. &. 

Florae* Noe. 4 axd 5.—ftnut nnp Oct«p-Siii«t.— (Cut by Pat te rn No. 209C; 

price Is. or 21 cents.) 


si«e»; 


33 to 44 incite*, bnast 


NO, 


G,—KMiiitoinr.ur 


<7W DwcnpUoM of Ftcurc No*. 4. S and 6, m - ArtisUc Nwdkworfc," oa Pua a». 


Flora* 


much faTored in combination with gray and steel effect*. 

The assortment of grisaille or gray effects is very large in answer 
to the extended favor accorded them last season by a large class of 
the best dressers. For conservative trade there is nothing prettier 
or more appropriate than these goods, and they are rich aud dressy 

at the same time. 

In marked contrast 
with the last-named 
goods we have next 
to treat of a large 
class of fabrics known 
as Persian, Oriental, 
Indian and all-over 
effects. Ou black 
grounds the brightest 
shades possible are 
combined, producing 
an amazingly lmnd- 
some result. Red, 
gray, . glossy black, 
white, blue, orange 
and lemon are among 
the favored shades 
and give an idea of 
the contrasts employ¬ 
ed. Hut it must not 
be concluded that 
these goods are loud, 
for they are not; and 
the manufacturers are 
deserving of great 
credit for giving us a 
line of patterns as 
handsomeand tasteful 
ns these. The designs 
range from minute 
sixes to those of large 
pro|»orlio»H, and the 
creates! liberty is al¬ 
lowed in the com¬ 
binations. Oentoel 
floral, vine and thorn 
ef fee ts, and also 



The demand for goods having white backgrounds is great even 
at this early date, and that the tide of fashion is turning toward 
cloths of tins description there can be little doubt. The most impor¬ 
tant shot effects are white, cardinal, new gold, blue, beige, light-blue 
and lavender; and they are very handsome. Black shot effects are 
admired in the new bold grounds. Black and indigo grounds are 


leaves, rings, spots and geometrical designs showing considerable of 
the ground are preferred in these goods. Rings and oblong figure* 
through which run disconnected bits of vines and leaves are popular. 

The illustrations in this department for the current month include 
three puff scarfs—one a folded puff—, a knot scarf and four bond 
bows. 
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Figure No. 1.-— Gentlemen's Folded Puff Scarf.—'T his scat* is 
known as the Middlesex. It is pictured made of tan-colored satin 
showing floral sprays in ciel. The shape of the scarf is novel and 
handsome for wear with the regulation collar. 

Figure No. 2.— Gentlemen’s Purr Scarf.—T his scarf is of an 
exceedingly graceful shape and is shown made of white lawn. 

Figure No. 3.—Gentlemen’s Knot Scars.— The scarf shown in 
this engraving is known as the Slauwood. Black satin figured with 
leaves in golden-browu, black and white was used in its manufac- 


Fioukk No. 3.— Ornamental Mirror. 
(For Ifcwcrlptlon *oo " The Work-Table," on Patfe WT.) 


form the sides of the box and are joined with over-and-over stitches 
to the other section, which forms the bottom. Velvet, plush, cloth 
or any kind of plain or fancy silk may be used. The dark shades of 
brown, of course, produce the most natural effects, but any preferred 
color may be chosen. 

Figure No. 2. — Decorated Piano-Stool. —This handsome 
piano-stool is intended to accompany a piano draped as illustrated 
at figure No. 3. The top-of the stool is covered with plush dec¬ 
orated with a graceful floral design done in embroidery. Around 
the edge is arranged a rich cord fringe of the same shade as the 
covering. The stool may be of ebony or any preferred wood I o 
match the piano. 

Figure No. 3.—Drafert for as Uprigut Piano.— This engraving 
shows the back, top and one end of a handsomely draped upright 
piano. On the back is a plaiu covering of silk richly embroidered in 
a floral design at the lower left side. Over this covering, and 
revealing ouly enough of it to be effective is a handsome drapery of 
plush that falls in straight folds to the floor at the right end and at 
the rigiit of the center of the back; at the center the plush is plaited 
in jabot fashion, and at the left of the center it is beautifully fes¬ 
tooned. while at the left end it is again arranged in jabot folds, all 
these folds showing a lining of silx in a pretty contrasting color. 
The top of the piano is smoothly cover ed with plush, to which in 
front is attached a rich silk cord fringe. At each upper corner of 
the piano is placed a rosette of plush, and two similar rosettes are 
secured at the back so that the four rosettes at the back have equal 
spaces between them. From the two rosettes nearest the right end 
are draped double cords the shade of the plush, the cords coming 
from the end rosette being caught under the drapery at the top of 
the jabot at the ccuter. while the other cords are tacked lo lift the 
edge of the festoon gracefully. Tin* colors of this decoration should 
be selected to be in harmony with the general tone of the room, and 
the embroidery designs may be varied to please the taste. A piano- 
alool covered and decorated to correspond with this drapery is illus¬ 
trated at figure No. 2. 

Figures Noe. 4 axd 5.—Embroidered Oun no-Shirt. —This shirt 
is made of French flannel and the cull’-, collar and pockets, and 
the lap at the closing arc prettily decorated w ith embroidery, which 
may be done in South Kensington, satin or oulliuo stitch, as pre¬ 
ferred. Wash-cotton is best for the embroidery, and it may bo 
white or colored according to taste. The correct size of the design 
is shown at figure No. ti, and it may he sectioned oil' and connected 



ture. An attractive eff« cl is provided by two folds in the left side of 
the knot ami one in each part of the apron. 

Fiourkn Noe. 4, 6, G and 7. — Gentlemen's Bows. — These bows 
ahow four different methods of fastening, and the materials repre¬ 
sented are Mack satin, black silk and figured silk. 

Figure No.8.— Gentlemen’s Purr .Scarf. —Black ba-ket-pattern 
•ilk showing self and bine bars was choarn for making this scarf. A 
pretty effect is imparted by a fold in the top of the scarf and one in 
the apron, both at tiro right side. The shajHj is known as Kcigatc. 


Figure No. 4.—TnAiR-ScAkr. 
ipUoo see • The Wort-Table." on Pae* »7.) 
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The WoRtf-TagLe. (hilDrgn’s (orngr. 

(Tor H lustration* see Paces 296 and 3W.) (For IBurtration »ee tfcfc P»gc.) 



either alone or in harmonious contrast with some dainty color. It 
ia not unusual nowadays to see rooms furnished and decorated 
entirely in pink and gold, pale-blue and gold, white and gold, etc.; 
and with good taste and neat work the home decorator can carry 
out such a scheme of coloring, with entirely satisfactory results and 
without any considerable outlay of money. 

Figure No. 1.—Work-Basket—T he engraving illustrates a 
handsome work-basket, that may be closed to protect it* contents 
from dust or injury. The lower part is a low, oval-shaped basket 
in fancy gilded wicker-work. T' 
gold ribbon showing a tracery 
alternation with strips of rds&la 
ribbon having a satin cord edge. 

The bag is folded down deeply 
at the top and sewed to form a 
casing for the draw-ribbons, 
which aro of the r&dda shade. 

Other colors may be quite as ef¬ 
fectively combined in the rib¬ 
bons, and the basket may bo 
painted pink, blue, silver, white 
or any preferred shade. 

Fiol'kk No. 2—Fancy Catcii- 
-Au»—Three strips of ribbon, 
one ocil-bluo and the other two 
dark-olive, were used in the con¬ 
struction of this In-autiful catch¬ 
all, which may hang from a table 
or chair, or stand in some con¬ 
venient corner. The middle strip 
is twice the length of the other 
two, but all three are of the 
same width and are stiffened 
with a lining of canvas or crin¬ 
oline. The middle strip is folded 
double, and its sides arc joined 
to the sides of the other ribbons 
to within several inches of the 
upper end, where they are join¬ 
ed together at each side; the 
top is turned down deeply and 
sowed to form a casing for the 
draw-cords, which are Imped 
with metal points. The ends of 
the side rib non 8 are joined and 
the corners at the bottom are 

C ashed in as illustrated. On the 
•wer part of the middle ribbon 
a pretty Moral design is painted 
in water colors. The ribbons 
should be selected to harmonize 
with other decorations in the 
room; and narrow ribbon may 
he used to close the bag, if pre¬ 
ferred to the cord. 

FiOL'RK No. 3.—Ornamental 
Mirror.— A large polished brass 


fed in urn use of both hands to raaKc them. There is also a single or one- 

hand alphabet which is more 
frequently used by mutes be- 
rt i caute ,he Otters can bo made 

much more rapidly; but the 
Jaf? \ AWtJ jt V two-hand is easier to learn and 

T • J ' | B* will answcr every purpose. 

n ' n ? or c *" 1 ^ ^ays, w k° n 

p 'r outdoor amusements aro impoa- 

i J y“'''v O' . j. n sible and you have tired of your 

different indoor games and 
JJy\ JSUSl V //y'H\W books, you may pass tho time 

V / j • 1 away very pleasantly by cou- 

4 versing among yourselves by 

^ /V if* means of tho sign Innguago. Of 

' | r course, manmia will wondor at 

m. I.* A ■ & r *t why her little boys and girls 

(Lf^Xn nr080 > ns,cu, lromping in 

X , 1 ’ j y i \ the nursery or play-room, and 

llu ffi VmV will fear Uiat some mischief is 

J l \\ / brewing; but when she finds out 

' how her pets aro amusing thorn- 

^ O S O selves, she will very likely join 

in the game herself. When I 
(l/jC* AX was young wo used to play a 

^ \ regular game with these lotlora. 

L. J tX c All ‘be children would sit in a 

n\ "\Vk 'V. J»p i. te-' circle, and each in turn would 
J —^ o Xj make somo remark on his or 

• ber fin * rer * • nml " bovver spoko 

( vli/SS or laughed during the given lime 

was fined a pin or somo other 
\ ^ "mall article agreed upon before 

\ I J1 ifTTrt the game commenced. 

^ \ l I v 1 Hut a better reason why my 

'V VV ' / children should learn to express 

V tbemielvet easily by means of 

aSyN this alphabet is tliat they may 

tf ' 'bus ^ “bio to converse with 

1 . - ij those °* ,l,c ‘ r ^ ricn< * 8 or a0_ 

\L \ il " ^ ouaintances who aro deaf and 

7 dumb. Remember, my dears, 

* y vy IV Z that the poor afflicted ones who 

. v\ arc denied tho pleasures of 

V, . \ UW Fj speech and hearing have far less 

V il lo Dl& l ( e life happy than you 

^rywlVa OM'Zm have; and it is your duty, if you 

rHj ) , ^ can, to bestow somo of your fun 

• and light-heartedness to cheer 

n... nt-w» i t nti.’hem on their way. Y”ou all 
' ~ * CMa Ih know at least one 6uch person, I 

cMifirra* * am guro, and if you say a few 

pleasant words to him in his own 
gilded language every time you meet, you will be more than repaid for 
tassels the trouble of learning by the evident pleasure you afford. 
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tasteful mode of arranging the tresses; for if the coiffure be made 
regardless of becomingness, the most beautiful hair will diminish 
rather than add to the attractiveness of the face and, indeed, of the 
entire figure. 

Fashion can only prescribe certain special methods of hair-dress¬ 
ing; and the individual woman, having considered the peculiarities 
(it there be any) of her face and form, must select, not the mode 
which she most admires, but rather the one which, with certain 
needful modifications, will best suit the style of her features and the 
poise of her head. For an oval face the hair should be dressed at 
the crown; a low coiffure is decidedly to be preferred when the 
face is long and rather narrow, because it apparently shortens the 
neck, which is almost invariably long with a long face; and for 
obvious reasons a round face will look best with a coiffure that has 
a lengthening effect 

The bang is noticeably shorter than formerly, and when it is 
fluffy a few soft curls are allowed to fall over the forehead, while 
the remainder of the bang is pinned back on the head with invisible 
hair-pins or trained to remain in place of its own accord. When 
the hair waves naturally and the shape of the forehead will permit, 
the bang is curled only at the sides, the middle of the forehead being 
uncovered. Such an 'arrangement is only suitable for a broad, low 
forehead. Another pretty bang, which may, however, only be worn 
with a certain style of coiffure, is cut and arranged to fall evenly in 
fringe fashion upon the forehead. It should be borne in mind, in 
this connection, that a blonde bang may be much thicker and heavier 
on the forehead than a dark one. 

The Pompadour is rarely seen, being only worn by old and elderly 
ladies, whose beautiful gray tresses, when thus arranged, lend an air 
of matronly elegance to the face that is particularly d. .'irable. 

Curls at the nape of the neck aro becoming to every one save the 
woman whose neck is abnormally short. These curU need not be 
pronounced unless so desired; but when worn with a semi-high 
coiffure, they are invariably improving. 

Ornaments for the hair find lew* favor than formerly, although 
some coiffures are given a more secure and finished appearance by 
the addition of n fancy shell pin or coinb. 

The dainty curves and waves in children's hair arc allowed a free¬ 
dom that is wholly artistic and becoming. 

The coiffures illustrated on page 236 are not only in accordance 
with the latest fashions, but are perfectly well suited to the special 
types pictured. 


Figure No. 1 shows the pretty blonde hair of a girl arranged in 
thick curls that are only twisted toward the bottom, the hair above 
the curls being disposed in large waves upon the head, and the curls 
falling without restraint about the shoulders. The bang is cut rather 
far back, and only the ends are curled in soft ringlets. Wavy hair 
is best arranged in this manner. 

At figure No. 2 is illustrated a dainty coiffure for a child. The 
little girl’s yellow blonde hair is cut rather short and softly curled, 
the ringlets coming quite far forward and almost covering the ears. 
The bang is straight and follows the arch of the eyebrows. 

Figure No. 3 represents a stylish coiffure appropriate for an oval 
face. The hair is lightly braided and coiled at the crown of the head, 
a few short curls are made at the nape of the neck, and the hang is 
prettily curled at each side of the center of the forehead. The mode 
is very becoming to the style of face illustrated and is as appropriate 
for dressy evening occasions as for ordinary wear. 

Figure No. 4 portrays a rather long face, with the pretty blonde 
hair arranged quite low at the back. The hair is comDcd smoothly 
down toward the cars and loosely coiled low upon the neck. The 
hang, though large and full, is partly pinned back so that only a few 
fluffy curls rest upon the forehead; and a few short locks at the sides 
are also curled to give seeming fulness to the face. 

A little girl's head is shown at figure No. 6. The abundant dark- 
brown hair is waved full about ihe head and face, but extends only 
to the nape of the neck at the back. The bang is short and is waved 
like the rest of the hair. This becoming style strongly suggests an 
Italian picture of the fifteenth century. 

At figure No. 6 is pictured a half-high coiffuro viewed from tho 
side. The hair is combed smoothly, and n French twist is adjusted 
somewhat above the crown, an amber oomb l«ing placed at the right 
ride of the roll or twist. Thick curls are arranged at the nape of the 
neck, and the short bang is simply and loosely waved on tho fore¬ 
head. 

A hack view of a pretty and stylish coiffure is presented at figure 
No. 7. The hair is combed back smoothlv and tied below tho crown; 
it ia then loosely twisted and doubled above where it is tied and is 
pinned closely to the head with shell pins showing star-shaped tops, 
the length of hair remaining after the twist is turned up being wound 
around the top of the twist, with prettv effect. The bug is softly 
curled, and the short hair at the side of the bang is also curled and 
pinned back. Only very thick tresses may be successfully arranged 
at the back in the fashion here illustrated. 


FA$HI0NAgL6 FAgHIfl. 


Tho splendid products of the French looms during the period of 
the Renaissance aro fairly surpassed in beauty both of coloring and 
of weave by the rich brocades of the present lime. Some of these 
show marvellously artistic comminglings of bright and delicate hues, 
whilo others (and these are, perhaps, the handsomest) are heavy with 
inwrought gold and silver; and in every instance the elegant Jeaigns 
which made tho fabrics of former centuries unique as masterpieces 
of the weaver’s art have been reproduced with faultier accuracy. 
In the da^s when these gorgeous textiles lent their stately grace to 
the histone beauties of the French court an excess of elegance wa« 
considered good style, but the fashionable woman of to-day unites 
plainer fabrics with her brilliant brocaded stuffs to qualify and at the 
same time enhance their beauty. No more than a section of brocad¬ 
ed goods ever appears upon a gown, the richer varieties being avail¬ 
able only for trains in conjunction with the plain material, while the 
simpler designs are utilized for the vests, panels, etc., of plain silk or 
fine wool costumes. 

After the brocades come velvets in all the prismatic hues, velvet 
brocades, silk brocades with velvet in running designs that suggest 
braiding, and silks tufted with discs of velvet. These goods are 
designed expressly for the sleeves of silk or wool gowns, and 
although they differ so decidedly from the dress fabrics with which 
they are associated, their effect is remarkably agreeable and very 
generally becoming. 

Bcngalinc is next of kin to silk and is at onco so handsome and 
so useful that it deserves the repeated praise bestowed upon it. 
One novel specimen shows a tiny raised satin dot upon a dark-brown 

C und, and the dot, by reason of its contrasting weave, appears to 
several shades lighter than the goods. This particular fabric was 
Chosen to develop a Princess dress, the graceful construction of 
which plainly suggests its purpose as a house-gown for both sUte 
and ordinary occasions. The front is nicely adjusted to follow the 
curves of the figure, and over the closing, which extends but a short 


distance below the waist-line, is arranged a cascade of rich, creamy 
lace, similar lace being disposed to fall becomingly from the neck 
edge. The back fits as perfectly as the front, and fulness below the 
middle three seams is laid in manifold plaits that spread into tho 
graceful demi-train. n balayeuw being adjusted underneath the edge. 
The sleeves are arranged in wrinkled folds on the upper side, nnd a 
fall of lace decorates each wrist. A stylish combination may be ef¬ 
fected in this stately gown by using plain brown velvet or one of 
the sleeve fabrics mentioned above for the sleeves, and i.lso for a 
Medici collar, which will often be preferred to the standing collar 
provided by the pattern. Of course, the fancy velvets are ostensibly 
intended only for sleeves, but there is no reason why they should 
not be used with equal propriety for other parts of the costume. 

The almost endless variety of pretty woollens will prove a sur¬ 
prise as well as a delight to the tasteful buyer, who will find at 
every turn something novel and unique to please her fanev; so much 
so, in fact, that it will often prove rather difficult to make a proper 
choice. Smooth effects are the exception—indeed, the designers have 
apparently vied with each other to produce textures almost as shaggy 
as the fleeces themselves. In this very roughness, however, lie the 
chief charm and fascination of the goods. On some of the most 
beautiful varieties the design is partly obscured by a thick coating of 
the soft woollen fibres thrown up from the surface, so that the gay¬ 
est colors of the plaids are agreeably subdued, while the coldest and 
hardest tones of mixed goods are softened into becomingness. The 
Scotch clan tartans and stripes are shown in great variety, the 
former being intended more particularly for Autumn wear, while 
the vogue of the latter will continue to the very end of Winter. 

Fancy plaids and stripes are also woven in serges and homespunB, 
but in point of dressiness there is little or no difference between 
these and the regular clan colors. An entirely new fabric is a wide- 
walc woollen suiting showing broken tartans; it is very singular in 
appearance, but when made up it falls in wave-like folds that aro 
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decidedly attractive. All the woollens mentioned are cut bias and 
are used chiefly for skirts having very simple draperies that will show 
as much of the design as possible. Inconspicuous plaids and stripes 
may be used foi r entire suits, but when the pattern is large and try¬ 
ing, a plain fabric is preferred for the bodice. 

A handsome new promenade costume for a young lady is develop¬ 
ed in rough-surfaced homespun showing a harmonious mixture of 
gray, brown and white. The front-drapery, which falls to the edge 
of the skirt, is quite smooth, save for three rather positive folds at 
the top. The back-drapery hangs at the center in full folds resulting 
from gathers made at the belt, and at each side of the gathers the 
drapery falls straight in panel fashion. Between the front and back 
draperies at each side the skirt is stylishly revealed in a long V that 
also suggests a naDeL The shapely basque is deeply pointed in front, 
curves gracefully ****** over l ** e *>>p» and falls in plaited coat-tail3 at 
the back. The original pattern does not provide for a collar, but a 
standing collar that slopes to points at the ends is added in the present 
instance. The sleeves are in coat-sleeve shape and are stylishly 
raised upon the shoulders. This toilette is wholly devoid of decora¬ 
tion, but it i« nevertheless wonderfully tasteful and effective. With 
it may be worn a brown felt walking-hat trimmed with brown vel¬ 
vet and gray and black birds, and brown glacd gloves: and on cold 
days a shoulder-cape of seal-skin and Persian lamb will be added. 

A skirt like that just described may be attractively developed in an 
odd-looking homespun that looks not unlike old-fashioned " rag- 
carpet" both in coloring and design, the colors being subdued and 
blended by a soft pile that covers the surface of the fabric proper; 
and with it may be worn a basquo of dark wool goods or velvet 
In another pretty specimen of homespun the design consist* of an 
indistinct mixture of brown, black and white in stripes between 
double lengthwise threads of white wool; and still another has a 

E -and-brown ground mottled with white aud red bouclds. 

•ed goods with cheviot borders are especially adaptable to inodes 
in which the drape i x» are very smooth at the bottom in front and 
are draped to hatr ; in folds or plaits at the back. All these heavy¬ 
weight goods ore of such a width that a comparatively small ouanity 
of material is required for a costume, which is thus in reality no 
heavier than if made of a light fabric 

Cashmere, though never unpopular, is deemed more appropriate to 
Bummer wear since the advent of the heavy wool goods. A very 
stylish substitute for cashmere is presented under the title of drop 
•flit, which has a twill very much like that of cashmere, but is 
woven more closely and firmly, so that its weight is much more sea¬ 
sonable. This fabric is shown in all fashionable color*, and it* grace¬ 
ful draping qualities are quite as admirable as its soft t.-xture. In 
a toilette just made up for dressy wear in gray drop dill the skirt is 
overhung by a drapery that presents a wrinkled surface at the front, 
whore it falls to within a short distanacc of the edge of the skirt; at 
tho aides the drapery is raised by an upturning plait at the belt, 
and at tho back it is gathered to hang in very full folds to the bot¬ 
tom. Tho basque is fitted closely at the sides and back, and all the 
Beams aro discontinued below the waist-line, thus forming a series of 
tabs which rest stylishly upon the drapery. The fronts are revealed 
in plaited surplice fashion between graceful jacket-fronts. The 
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collar stands high at the back and slopes to a point at each end, 
and the sleeves are high and full upon the shoulders and smooth- 
fittiog below. Velvet matc h ing or contrasting in color with the 
dress goods may be introduced for the sleeves, collar and chemisette, 
and both the skirt and drapery may be banded just above the edge 
with velvet 

Another smooth material, for which, next to drap dlti, an excep¬ 
tional decree of popularity may be predicted, is serge of a grade aud 
texture similar to that used for gentlemen’s garments. This is of¬ 
fered in plain black and navy-blue and in stripes aud plaids. On 
black are woven white stripes that graduate from a hair-line to a 
quarter-inch bar; and on a similar ground are seen double stripes, 
and also lengthwise and crosswise stripes that form checks and plaids. 
In like manner blue grounds display checks, plaids and graduated 
stripes in cardinal or gold. Blue and gold, always a beautiful com¬ 
bination, are especially refined in this material; and the fact that 
these colors are beooming alike to blonde and brunette will render 
blue-and-gold serge a general favorite. 

Camel's-hair may be considered a sort of compromise between 
rough and smooth surfaced goods, since it belongs distinctly to 
neither class. On some of the new varieties, however, the sur¬ 
face is marked by patterns in rough effects. Thus a conventional 
figure or a flower or leaf is woven in black Astrakhan or chenille 
upon a comparatively smooth gray or mode ground; and again, 
an attractive cadet-blue cloth shows a checkered border in black 
and blue. Embossed stripes, checks, bars and figures in sombre 
hues are noted on garnet, gray, turquoise-blue and other stylish 
colors. A new plain camel's-hair has a diagonal twill which renders 
it very unlike the plain goods of the same name lately in vogue. 
Another novelty in this class has a deep border consisting of narrow 
stripes of fur, which may or may not match the color of the goods. 
The effect of the border is elegant, and when this material is used for 
a costume, neither garniture nor combination is necessary to produce 
a rich and stylish effect 

Although the browns and grays are favored in plain fabric®, 
blue is rapidly regaining its lost ground, every shade being now dis¬ 
played, from the uncertain turquoise to tho darkest navy. An ad¬ 
mirable feature of blue is, that if the admired shade be not as becom¬ 
ing as may be desired, the fault may be readily remedied by tho 
introduction of a harmonious fabric, which will not be difficult to 
choose aince most colors are friendly to blue in one form or another. 

Since tho clan tartans have assumed so prominent a place among 
tho season’s goods, it mav not be out of place to give a list, for tho 
benefit of the uninformed shopper, of the various fashionable plaids 
that take their names from the great clans or families which once 
wore them as a distinguishing mark or uniform. The most import¬ 
ant arc as follows: Forty-Second or Sutherland, Argyle, MacKen- 
rie, Forbes, Gordon, Campbell, Ilunting-Stuart. Albany, Ancient 
Gordon, Urqubart, A thole-Murray. Farqubanon, MacLeod, Fife (the 
old Mac Duff), Dundaa, MacDonald, Erracbt-Cameron. Hunting-Fra¬ 
ser, Royal Stuart. Victoria, Dress MacDonald and Now Campbell. 
Some of these plaids havo bceu more or less modified from tho 
originals by increasing or diminishing the site uf the blocks, but tho 
historic combinations of oolors remain uuebanged. 


New Tf^iaaingc. 


There is a certain flavor of prodigality about the majority of the 
oew trimmings that will commend tnem strongly to all dressy 
women. The shops are literally filled to overflowing with dainty 
novelties, which for variety and sumptuous elegance fairly surpass 
those of any previous season. The coloring and geueral design of 
the garnitures are both unique and tasteful, and the work seems 
that of the artist rather than of the artisan. In many instances 
machinery has proved incompetent to produce desired result*, and 
in consequence a large number of the handsomest designs are either 
wholly or in part wrought by hand. Embroideries are shown all 
aglow with gold and imitation precious stones, and the amount of 
patient labor required to inlay these brilliant ornaments cannot be 
fully realized until the details of the work are minutely considered. 
The gems are carefully cut and coiored, and each is dxed in posi¬ 
tion by a metal bead, the process requiring great mechanical skilL 
Gold is holding its own in a truly surprising manner, its loog- 
contiuued vogue having in no wise lessened its popularity as a rich 
decoration. Gold crochet trimming, which, by-the-bye, is hand¬ 
made, is introduced as a novelty. It is shown in broad and narrow 
widths in the form of insertions and edges, the star and ring designs 
peculiar to crochetted work being caught together with gokieo 


threads crossed in spider-web fashion. It is hardly necessary to 
state that gold trimmings, unless liberally interspersed with jets or 
silk passementerie, are only suitable for rich house dresses and 
robes of ceremony; but upon these elegant gowns they are allowed 
a liberty which is fully taken advantage of, gold being applied 
almost to excess. Another handsome garniture in which the yellow 
metal appears is interwoven with gold threads aud inlaid with 
round, flat or cut turquoises, and this decoration, if used in modera¬ 
tion, is available for nch street gowns of silk or fine wool goods. 

An exquisite fancy is expressed in dainty belts composed of bands 
of gold slroDgly resembling the gold ribbon so largely used for trim¬ 
ming gowns during the past Summer. On those bands are set 
appliques of velvet in floral or conventional figures outlined with 
fine gold cord, the color of the figures matching or contrasting 
artistically with that of the dress fabric. Thus for a costume of 
garnet drop dell, the gold belt will show appliqu6 clover-leaves of 
garnet velvet, a buckle covered with similar velvet securing the 
ends. When such a belt is worn, no other decoration is needed, 
unless desired. 

An entirely novel trimming consists of a dainty gold fringe strung 
with real coral cut in the odd shapes seen in the old-fashioned coral 
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necklaces worn by children. When applied upon a black lace cos¬ 
tume this garniture is remarkably effective. 

The long, smooth draperies now so fashionable demand handsome 
border decorations, and many attractive varieties have been designed 
for the purpose. A very unique galloon, that will be applied in 
border fashion on skirts and in various ways on the waists of street 
costumes, is made of cork embroidered in floral patterns with tinsel 
in the natural colors of the buds and blossoms. The cork is rendered 
perfectly smooth and pliable by a peculiar process, and its soft, 
neutral tint forms a rich background for the brigbt-hued embroidery. 
Then there is band garniture in the favored u Walls-of-Trov " pat¬ 
tern, of which womankind never seems to tire. This decoration, 
although suitable for all sorts of gowns, is particularly appropriate 
to tho modernised Greek modes, strengthening, as it does, their 
purely classic effect. It is offered in jet, in black silk-passementerie 
and in colored embroidery. 

Sleeves have heretofore been restricted in the matter of ornamen¬ 
tation on account of their fanciful and decorative shaping; but the 
new styles, being less ornate (although absolute plainness is un¬ 
known), admit of considerable trimming. Few gowns or top-gar¬ 
ments are seen in which the sleeves do not assert themselves as 
more than usually important factors. Hamlsome materials are 
manufactured especially for their development, and garnitures have 
been designed specifically for the decoration of sleeves, which Dame 
Fashion decrees must be trimmed, even if the remainder of the gar¬ 
ment is perfectly plain. 

Tho Marie de Medici sleeve is made of passementerie and 
oxtonds from the wrist to the elbow or, perhaps, a few inches 
abovo allowing the puff of the dress sleeve to rise gracefully 
above iL A dressy basque upon which sleeves of this descrip¬ 
tion are applied with particularly stylish effect is made of marine- 
blue wool goods and is perfectly adjusted to the figure by the 
requisite number of darts and seams. Tho lower outline shapes 
a sharp point below tho closing, and at the back arc coat-tails that 
aro plaited at each side. The sleeves are in coat-sleeve style and 
stand high and full abovo the shoulders, and oyer each is adjusted a 
Medici sleeve of passementerie showing Persian colors; the upper 
edge of this sleeve reaches considerably above the elbow, and tho 
puff resulting from the gathers at the top seem* to rise out of the 
applied sleeve. The neck is finished without a collar, but a Medici 
or Elizabethan ruff of passementerie like that in the sleeves is worn, 
with becoming effect. The passementerie in the collar shows a 
design of battlements or turrets which gradually diminish in sixe 
toward tho ends, tho design being Wrongly suggestive of the period 
during which ruffs of this kind were first worn. 

A basque fashioned in the same style as the one iost described 
may be decorated with tuiranur jacket-fronts, which aro now 
largely superseding the Figaro jacket for bodice decoration. They 
are made of passementerie in the favored black-and-gold and Per¬ 
sian combinations and extend in square outline below the waist¬ 
line, a scarcely perceptible dart being taken up in each front to 
adjust it with perfect smoothness to the figure. Straight bands of 
similar passementerie placed a trifle above tho bust and at the waist¬ 
line connect tho jacket fronts and add to tho very handsome effect 
Cuirassier jackets are also extremely ornamental, being, as the name 
implies, entire jackets formed of the passementerie and decorated at 
their free edges with a ball fringe in which the same colors are 
combined. Close kin to the cuirassier jacket and the Elizabethan 
ruff is tho Elizabethan epaulette, which may be obtained in colors to 
match the ruff and jacket The epaulette is composed of a twisted 
roll of passementerie, from which depends a fringe that is deep at 
the center and short at both ends. 

Although it was generally predicted earlier in the season that 
short fringes would be the rule, the long fringes have been revived 
and far surpass in elegance any that have heretofore appeared. 
One very rich variety is composed of cord spikes, chenille and nar¬ 
row satin ribbons, and is provided in narrow widths for trimming 
draperies, etc., and in skirt lengths for application in tablier fashion 
upon the gores of skirts. Such a fringe was effectively used on a 
dinner toilette of sapphire-blue velvet recently developed for a 
matron of stately figure. The skirt is overhung at the back with a 
full drapery that hangs smoothly at the sides with panel effect, and 
falls at the center in folds resulting from gathers made at the top; 
and both the skirt and drapery are slightly lengthened to form a 
train. The front-drapery provided by the pattern is omitted, and in 
its place is adjusted a long fringe that has a chenille-and-jct heading, 
from which depend long narrow velvet ribbons tipped with jet balls 
and long fanoy cord spikes. The basque lies upon the skirt in tabs 
at the back and sides, and cuirassier jacket-fronts made of chenille 
and jet and black satin cord-passementerie take the place of the 
jacket fronts seen in the original design. The cuirassier fronts open 
over plaited surplice-fronts, and these flare at the top to expose the 
neck, the beauty of the effect being enhanced by an Elizabethan 
ruff that matches the jacket fronts in coloring and material. The 
sleeves are puffed at the top and are handsomely decorated along 


the back of the arms with a galloon of chenille, jet and cord, this 
style of trimming being in high favor when the passementerie sleeves 
are undesirable. 

There is every indication that feathers will eclipse furs as garni¬ 
tures and will take the foremost rank for the adornment of street 
toilettes. There are feather bands for the hems of skirts, feather 
collars in every style that dressy women can desire, feather galloons 
for covering revere and other bodice accessories, feather fringes for 
panels and draperies, feather wristlets for sleeves, and, incredible 
though it may seem, whole sleeves of feathers. These trimmings 
are made of coq feathers, of fluffy marabou in natural and artificial 
colorings, and of ostrich feathers. The flues of the ostrich feathers 
are either curled or else straight and stifl', the latter arrangement 

e ucing an effect somewhat like fur and being frequently pre- 
d for that reason, although the curled feathers are undeniably 
softer and more natural-looking and arc much more becoming when 
worn near the face. 

The effect of rich black ostrich-feather trimming in conjunction with 
narrow satin cord-passementerie is exemplified in a stylish street 
toilette of prune doth that is so warmly lined that a top garment 
will not be needed. On the bottom of the skirt, which is of walk¬ 
ing length and undraped, is a deep band of the feather trimming, 
above which is applied a band of passementerie in a scroll pattern. 
The polonaise is accurately fitted, and fulness allowed below the 
center seam is nnderfolded to form a triple box-plait. The fronts 
are cut to basque depth, and on the lower part of the under-fronts 
are arranged fanciful outside-fronts that are wrinkled between the 
darts in girdle fashion, the fulness being drawn through a buckle of 
old-gold. The upper part of the fronts is covered with feather 
trimming in pointed-yoke outline, which is emphasized by a ruffle 
of the material that follows the feather decoration and falls over the 
shoulders like a cape. The standing collar is also covered with feather 
trimming, and a deep wristband to match decorates each sleeve, 
above which is applied a row of passementerie. A toque composed 
entirely of ostrich feathers, and black glnod gloves complete the 
outfit 

Boas of curled ostrich feathers aro displayed in light, delicate 
shades for concert, opera and carriage wear. Some reach to the 
edge of the skirt, white others fit the neck closely, the ends being 
secured with harmonizing ribbons. Yellow and white, pink nnd 
white, and lavender and white, are among the daintiest color combi¬ 
nations seen. Then there are Russian collars, of coq feathers with 
boa fronts, and others with capes composed of tails made of similar 
feathers. Coq and ostrich feathers arc combined in sorno of the 
fancy boas and capes, with pleasing results. Feather fringes aro 

C vided in all depths for tabliere and for trimming purposes; Uioy 
e tops of cord passementerie, from which they hang with ex¬ 
ceeding gra-*e. Wonderfully dainty feather irimmings for the de¬ 
coration of silk or gauze evening gowns are made of cream marabou 
spaced with gold embroidery, or of white down intermingled with 
fine gold threads. 

An imitation of feather garniture that will be very popular is 
formed of curled organzine silk in yellow, blue, pink, cream, drab 
and many other fashionable ligbt tints. This trimming, the effect 
of which "is preferred in many instances to that of the feathers them¬ 
selves, is soft and fluffy and vary durable, and ig applied in various 
pretty ways upon bodices and skirts, being very frequently used 
only for the neck finish. 

Apropos of neck garniture, one of the handsomest thus far noted 
is a very full ruff of coarse black Brussels net with white chenille 
points at the edges, the ends being secured with ribbon. Another 
dainty ruff is of taffeta or some other fine variety of silk daintily 
pinked at the edges. This ruff is frequently carried about the neck 
of a bodice and extended over the closing and aloug the lower edge 
to the left hip, the effect being artistic in the extreme. If an over¬ 
dress or bodice of plaid or homespun is closed diagonally, the lino 
of dosing is followed and the collar covered with the ruff, atid no 
further decoration need then be applied, the plainness of the rough¬ 
surfaced materials, which admit of so little garniture, being thus 
agreeably relieved. 

In applying garnitures study carefully the fashioning of your 
gown and" the peculiarities and exigencies of your figure, that you 
may choose that method of arrangement which will bo most tasteful 
and appropriate; for the costliest decorations will lose their rich 
effect and often become positively disfiguring if becorningness is not 
considered in their disposal, while the simplest of garnitures will 
produce an effect at once artistic and etylish if arranged according 
to the demands of good taste. 

The old rule is as true as ever—apply trimmings lengthwise if 
you would add to your apparent height, and crosswise if you 
would appear shorter than you really are. The rich band trim¬ 
mings are very desirable for several reasons, but the short woman 
should remember that they are quite as effective in a pane) as in a 
border, and that the former arrangement is decidedly more becoming 
to her particular style of figure. 
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Although the new shapes are not wholly unlike those worn 
earlier in the season, there is yet sufficient change to please the 
variable fancy of the most fickle of fashionable women. The brims 
remain broad and rather flat, save at or toward the back, where a 
slight roll is perceptible: but the crowns are lower than ever, 
apparent height being produced, when needed, by the disposal of 
the trimmings. Large hats are decidedly in the lead, and die broad 
brim, which is invariably shaped to droop rather than flare over the 
face, shades the eyes in a most becoming and comfortable way. 

Gold is used as freely in millinery as in the new dress garnitures. 
Everything has felt its magic touc h, from the Persian or brocaded 
piece stuffs, designed both for the trimming and the making of 
chapeaux, to the aigrettes and wings which possess so many possi¬ 
bilities in the hands of the skilful milliner. Gold buckles and pins 
an- used in profusion, few hats, in fact, being made up without 
either one or the other or both. Large and small buckles of steel. 
Silver and jet are also used to secure ends of ribbon or velvet, but 
even upon those at least a hint of gold appears. 

Pins are shown in the oddest shapes, most popular among which 
are miniature dagger*, scimitars, sabres and other warlike weapons 
in dull gold, their hilts bein'* frequently studded with very effective 
imitulion jewels. Two of these pins are crowed over a knot or bow 
at the front of the hat, ami the arrangement is frequently duplicated 
at the baek. 

Pompons of ostrich feathers in black or in delicate light tints art- 
tipped with gold, and from their centers or at the side rise aigrettes 
that droop gracefully under the weight of the gold with which they 
also arc- lightly touched. These aigrettes are long and exceedingly 
full and form u rich trimming in themselves. 

Ribbons of all kinds are used with great liberality. Among the 
most popular varieties may lie mentioned velvet-striped ribt*>ns; 
Persian ribbons showing new color combinational plain-edged gros- 
grain ribl» 0 !i* that have taken the place of the satin-edged weaver; 
gold ribbons, which nro still favored on account of their uovelty; 
and plain velvet and silk ribbons illuminated without beads in colors 
which render thorn almost a* effective ns jewels. Plain narrow vel¬ 
vet ribbons arc ns fashionable as ever and arc produced in new 
shades to harmonise with the velvet or plush covered hats which 
are to a certain extent superseding the felt shape*. These covered 
hats have a decided advantage over the felts in the matter of color¬ 
ing, sinco every tint shows more softly and artistically in velvet or 

e jsh than in felt; and although the latter is more pliable and may 
bent to suit the most capricious taste, there is no doubt that the 
covered shapes will be accorded a widely extended vogue. 

Soemiugly impossible but wholly artistic combination* are effected 
in the new covered chapeaux. Thus in an extremely modish hat of 
Parisian make golden-yellow and a dark shade of heliotrope are 
admirably united. The broad brim, which rolls slightly at the left 
side toward the back, and the low crown arc covered very smoothly 
with heliotrope velvet; and on the right side i* applied a band of 
trimming that partakes of the nature both of pavementcrie and 
embroidery and unites gold and heliotrope in its design. Bow* and 
cars of yellow velvet rise aggressively at the front, and gold buckles 
hold them securely in position. At the back is deftly placed a 
yellow ostrich pompon, from the heart of which rises a long, full 
aigrette. The combination of these two harmonious shades i« *o 
perfectly accomplished that the hat will attract attention more for 
its artistic beauty than for anything conspicuous in its coloring; and 
it will therefore prove exceedingly dressy for promenade wear, j«ar- 
ticularlv with a black or heliotrope gown. 

Black and yellow form a very popular contrast in the new mil¬ 
linery. The shape just described may be covered with black velvet 
and trimmed both back and front with bunches of yellotf and black 
ostrich tips secured with long jet pins lying ornamentally across 
their stems. Such a hat may accompany a gown of any color save 
gray, which is an implacable enemy of yellow. 

Gray and heliotrope, however, unite with good effect, as is demon¬ 
strated in the trimming of a becoming shape in gray felt, the brim of 
which is flat oniy at the front and curves as high as ihe crown at the 
sides and back. The brim is effectively faced with dark-heliotrope 
velvet, and a section of drab velvet is twisted about the crown, while 
heliotrope velvet bows arc placed like Mercury wings at the sides 
toward the back; long silver pins shaped like daggers are crossed at 
the baek, and the points of the pins rest lightly on the hair, which 
should be worn with such a hat in a coil or a twisted braid pinned 
close to the head below the crown. This pretty hat. when worn 
with an all-gray toilette, will supply the needed touch of color and 
will counteract the cold, unsympathetic eflect which is a peculiarity 
of that tint of gray which is just now fashionable. 


AILLINGP^V. 

The soft-crowned hat, which has of late been almost wholly 
devoted to children's wear, is now donned by their elders, and when 
properly made (and no one but a skilful milliner should attempt to 
make a soft-crowned hat) ,it is remarkably dressy and vory generally 
becoming. A fair type of this style wa« lately made up to accom¬ 
pany an afternoon reception toilette of golden-brown Bengaline. The 
crown is of black silk velvet and occasional tackings produce the 
pretty puffs and irregular lines peculiar to a soft crown. The brim is 
smoothly covered with velvet both inside and out, and the side^jire 
bent to give a poke effect to the front The back is tacked up 
under loop* of yellow satin ribbon and a yellow feather pompon 
bunched with two black aigrettes that are tipped with gold. The 
edge of the brim is outlined with narrow gold-and-jot passementerie, 
and the front is unmanned to display the soft crown to advantage. 

A pretty bat of the same order may be made of golden-brown 
velvet, the trimming being contributed by yellow and brown ostrich 
lips and a scarcely visible piping of yellow velvet inserted at the 
edge between tlw inside and outside brim-facings. Vcllow has 
heretofore been claimed by tlie brunette as her own exclusive color, 
»Hjt there are shades of yellow that a blonde may wear as becom¬ 
ingly as her dark-eyed, dark haired sister. The glow of the golden 
sunlight adds beauty to a blonde'* brilliant complexion and fair hair, 
and so will yellow in her gown or hat if it be in a wisely chosen 
shade. 

A hat that will prove equally becoming to the blonde and to the 
brunette is a pleasing illustration of tbo popular block-and-yellow 
contrast. The shape is a large one, and the low crown and per¬ 
fectly flat brim arc corered with yellow velvet. The brim diiuiniahM 
in width toward the back, where it is quite uarrow, ami a black 
velvet facing is applied upoD Uic under side. At the left side are 
arranged numerou* loop* of narrow black and yellow velvet ribbon, 
among which are placed a ycllow-and-hlack ostrich pompon and a 
yellow aigrette; and three small black birds are poised at intervals 
on tbo brim at tin- opposite side. This hat is more appropriate to 
driving than to promenade wear. 

Feather hat* and bonnets, like feather garnitures, arc very much 
in vogue—in fact, one presuppose* the other. With n walking co»- 
turur of olive-green cloth decorated with ostrich-feather trimming 
applied as lavishly as correct taste will permit, ia worn a rutl.er large 
hat eompo'ed almost entirely of ostrich feathers. At the left side 
the brim roll* becomingly and shows a facing of olive-green velvet; 
and no other trimming save a buncli of ostrich tips placed diroctiy 
in front is needed to produce a very dressy hat. 

Another feather Iwad-covcring. that scarcely merit* the apjicll*- 
tion. however, is an open-crowncd toque. The sides, which are of 
black ostrich-feathers, encircle the head like a chaplet, and a bunch of 
short tip* rises softly in front. Velvet strings arc frequently added, 
l*ut no further decoration is allowable. A toque of this description 
i« to lw preferred for reception or evening wear, although it is 
whi«|*crcd that the open-crown will not be objectionable for the 
street, nnk-ss tbe weather i* too severe to admit of such scanty 
protection for the head. 

A simple though dressy hat in old-blue felt bos a wide brim that 
i* tacked up at the back under small bows ol narrow old-blue groa- 
grmn ribbon. Large bow* of very wide ribbon in the same shade 
are :«rrar.gcd at the front and secured by a long gold scimitar. 

An exceptionally elegant hat designed to accompany a carriage 
g»wn of maroon velvet is covered with velvet matching that in the 
dr. **. The brim is broad and rolls at the left side, the roil gradu¬ 
ally deepening from the front to the back ; and the edge is followed 
with gold cord. On the flat side of the brim is arranged a slightly 
full.-d section of gold-and-wliite brocade, showing a floral jiattorn 
that is outlined with imitation topazes. At the front is secured a 
bunch of cream lips and cream velvet bows, through each ride of 
which are thrust two gold sabres with topax-studded hilts, their 
points meeting just at the edge of the brim. This bat is equally 
w ell suited for evening wear, as its eflect under artificial light is 
extremely brilliant 

Bonnets are close-fitting and Lave round crowns, and they show 
quite as elegant effects as are attained in the more popular hats. 
Although fell hats are still worn, felt bonnets have fallen wholly 
into disuse, at least for dressy wear. An exceedingly charming 
bonnet is covered with velvet of a reddish shade of browu, whioh 
serves as a dainty background for a highly artistic trimming con¬ 
sisting of two bandeaux of jet applied upon the brim, a bunch of 
black ostrich tips arranged at the front, and a jet-aml-garnet buckle 
that secures the black velvet tie-strings at tbe back. Another 
stylish bonnet is of black velvet. Two rows of narrow turquoise- 
blue velvet ribbon are placed on the brim, and between them the 
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rich velvet of the brim is spangled with cat jet beads. Two black- 
and-turq<ioiso birds are perched just in front, and a jet buckle 
secures the crossed tie-strings of turquoise velvet at the back. 
Kither of these bonnets may be assumed for evening or street wear. 
Still another pretty bonnet is of heliotrope velvet, liberally spangled 
with jet Black ostrich-tips adorn the front, and a jet pin fastens 
the heliotrope velvet tie-strings at the back. 

A favorite trimming for turbans and toques, whether of felt or 
covered with piece material, is a wreath of small birds arranged in 
a serpentine twist about the crown, the birds showing all the glitter¬ 
ing, changeable blues and greens of a serpent’s skin. This decora¬ 
tion is an innovation and as such may be admire! for its novelty, if 
not for its actual beauty. Toques and turbans will frequently be 
bound with velvet rather than faced, the brim being rolled in such 
a way that no more than the binding will be visible. 

Turban, bonnet and hat coverings for application upon colored 
foundations are pleasing novelties. They are shown for evening 
and reception wear in gold and silver cord-passementerie, in gold 
and green braid and in variegated metal; and for the decoration of 
street chapeaux they are woven of black soutache or silk braid anJ 


chenille. A very rich example of these garnitures is a crownless 
toque of silver passementerie presenting the effect of a coronet, and 
another is a covering of gold-and-black chenille in the shape of a 
quaint Marie Stuart bonnet. The numerous assortment of novelties 
now shown would seem to mark the beginning of a new era in the 
fashions of hats and bonnets, a fact which will delight tho soul of 
every tasteful woman who make? a study of such things, not only 
that she may appear well, but also that she may have the self-satis¬ 
faction of knowing that she is well—which is suitably—dressed. 

Among the fashionable colors of the season may be mentioned 
the following: Perse, Judec, anemone, vorveine. ehardon and dn'Uia, 
shades of heliotrope; citron, lemon-yellow; bU dor , goldon wheat; 
turquoise and (mail (enamel), light shades of blue, with a faint sug¬ 
gestion of green in their tinting; Nil, Nile-groon; fmeraude, emer¬ 
ald; trgent , silver-gray; nickel, a darker gray; platine, gray in a 
still darker shade; bison, beige and castor, medium tones of brown j 
and bourreui’, a reddish-fawn, Ohardon and dahlia are the darkest 
shades of heliotrope, the former being favored with bU dor and the 
latter with aryaU; and black may be tastefully introduced with any 
of these colors. 


THE POTATO AN0 IT$ P0^I5ILlTie$. 


The potato is a much underestimated vegetable, and many house¬ 
keepers are almost wholly ignorant of the largo number of palat¬ 
able dishes which may bo made from it cither wholly or in part. 
Indeed, it is banished from many fine dinners altogether and is seen 
no more upon tho breakfast table in mauy households. Let us 
hope that such neglect of the possibilities of the potato is owing 
to inconsideraloness and not wholly to ignorance. This chapter is a 
ploa for tho more extended use of tho tuber which has a larger 
acreage in tho United States than corn, and in some of the States is 
more extensively planted thnn all tho cereals combined; but not¬ 
withstanding tho attention bestowed upon its cultivation, there are 
comparatively few families in which it is prepared and served by 
other than the simplest and crudest of methods, such as boiling, 
baking, mashing and frying. Even the boiling of the potato is often 
treated a# if tho process were not worth doing well, and the vege¬ 
table usually testifies to tliis carelessness by its appearance if served 
au nature!, or by its flavor if treated to a vaguo compounding with 
various condimonts. 

To Boil Potatoes. —Select potatoes of uniform site, wash and 
pare them, and place them in cold water. It will do no harm if they 
are allowed to soak all day, because cold water draws out any acid 
quality that may bavo been imparted to thorn from imperfections in 
the soil in which they grew. To cook six potatoes of medium Kite, 
allow a quart of boiling water ami a table-spoonful of salt; cover 
olosely, and boil steadily for half an hour, increasing this time in 
proportion if the potatoes are large. Drain tho potatoes dry when 
done, partly uncover the kettle, and set it back upon the range for 
ten minutw. Then, if the potatoes are to wait longer and are to bo 
servod whole, remove the cover and tuck a folded towel close down 
upon them: they may thus be kept in good condition for some time. 

Baked Potatoes. —Select potatoes of even site, scrub them with 
a brush, wipe with a cloth, aod place in a hot oven. The moment 
they are dono, squeoze each one, to burst its skin and allow the steam 
to escape. If the potatoes are of a fine variety, this is an exceed¬ 
ingly delicate way of cooking them. An overdone baked potato 
is an abomination both to the taste and to the digestion. 

Mashed Potatoes.—H aving properly boiled the potatoes, allow all 
the steam to escape, and immediately mash them. When this is 
done, add to each pint of potato a scanty half tea-cupful of rich. hot. 
sweet cream (or the same quantity of milk with a table-spoonful of 
melted butter), half a tea-spoonful of salt and half a salt-spoonfol of 
pepper. Beat the preparation until light, turn it into a dish, and 
servo without moulding or packing it, the rough surface being more 
attractive, and the potato being lighter when treated in this way. 

Rickd Potatoes.—T hese are mashed and seasoned potatoes 
pressed through a colander or through a press made for the purpose. 
As soon as they have been thus prepare* 1. set the potatoes in the 
oven to heat, letting them brown lightly, if so preferred. 

Potato Balls. —To each pint of mashed ami highly seasoned 
potatoes add part of an egg. lightly beaten. Mix thoroughly, roll 
the mixture into balls, brush them over with the remainder of the 
egg. lay them in a battered pan, and bake to a light brown, which 
should not require more than ten minutes. Lift the balls carefully 
from the pan, and serve at once. Some cooks place them in a low 
dish and pour hot cream or white sauce about them, this 


meni being pleasing both to the eye and to tho taste. In seasoning 
mashed potatoes for this purpose, be careful not to allow too much 
milk or cream, as this will prevent the halls retaining their sym¬ 
metrical shape. As «ome potatoes are dryer than others, judgment 
is needed to add exactly the proper quantity of liquid in making 
these balls. 

White Saock.—To make sauce enough for a pint of potatoes be¬ 
fore they are made into balls, proofed as follows: Place a cofleo- 
cnpful of milk in a sauce-pan, and when it is ready to boil, add a 
heaping table-spoonful of flour that has been moistened in a littlo 
milk. Stir the mixture oontlnually over a moderate Are until it is 
thoroughly cooked and is wholly free from lumps; then add half a 
tea-spoonful of salt, a level salt-spoonful of pepper and a tablo- 
spoonful of butter, and stir until the butter is melted. The sauce is 
then ready for use. Oelorr salt, paprika and, if liked, a fow drops 
of onion juice may be used to flavor tho sauce, in which case less 
salt and pepper will be needed. This sauce is excellent to accom¬ 
pany several other preparations of potatoes. 

Potato Timbal* —Highly season a suitable quantity of mashed 
potatoes, and add to them two table-spoonfuls of fino bread-crumbs 
that have been thrown into a tea-enpful of boiling milk; and when 
the whole is slightly cooled, stir in three well beaten eggs to each quart 
of potatoes. Spread a mould with a heaping table-spoonful (or a little 
more) of butter, aod then sprinkle it with as many line, well seasoned 
bread-crumbs as can be rnado to adhere to its inner surface. Press 
the potatoes into the mould, r jt them in a moderate oven, nud bake 
for twenty-five minutes; then remove them to a place where they 
cannot cook but will keep warm. In ten or twel ve minutes turn 
them upon a platter, and serve. Potatoes prepared in this way are 
a real delicacy and are suitable for anv luncheon or dinner. 

Potato Pnrr.—Prepare as directed for mashed potatoes, and to 
every pint of potatoes add three table-spoonfuls of milk or cream 
extra, aod then the yolks of two eggs, well beaten by themselves 
first, and afterward in the potatoes to make the latter light Lastly 
stir in the perfectly whipped whites of tho eggs, heap the prepara¬ 
tion roughly upon a dish that can be sent to table, and bako ten 
minutes or more, until the mass has risen and browned nicely. One 
or two table-spoonfuls of finely chopped or grated cold tonguo or 
lean ham may be stirred into the potatoes for other than Midsum¬ 
mer dinners, thus arranging a most attractive and wholesome dish. 

Potato Croquettes.— Mash the potatoes as previously directed, 
but season them a little more highly by adding to each pint half a 
tea-spoonful each of celery salt and onion juice. When the potatoes 
are cool, but not cold, stir in the well beaten yolk of an egg and a 
tea-spoonful of chopped parsley, press the mixture through a colan¬ 
der or potato sieve, and roll it into croquettes; oover these with 
finely sifted bread-crumbs, dip them in beaten egg, roll in more 
bread-crumbs, and fry in smoking hot fat. Drain the croquettes on 
paner laid upon a warm plate, and serve very hot. 

Potato Border.—T his is made of highly seasoned mashed pota¬ 
toes arranged in a circle upon a platter, in the oenier of which are 
served mashed or creamed potatoes, chicken, beef, veal, turkey, 
lamb, mutton, salt fish or any dish for which such a border is suit¬ 
able. Warmed-over di«hrs of all kinds are greatly improved by the 
addition of a potato border 
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Potato Omelet.— This is a very dainiy preparation. Season the 
potatoes as for croquettes, using n trifle more milk or cream, and 
beating the mixture very light. Place a table-spoonful of butter in 
a pan, and when it is well heated, but not browned, spread the 
potatoes in the pan with a fork, touching them very lightly so they 
will not become solid. Cover the pan, and set it back where the 
bottom of the potatoes will brown very slowly, gay in ten or twelve 
minutes; then fold the omelet over in the usual way, and turn it out 
carefully upon a hot platter to be served at once. Sometimes a 
white sauce, or a cupful of hot, sweet cream seasoned with salt and 
pepper is poured about the omelet Without the sauce or cream, 
however, such an omelet is especially appropriate to serve with 
boiled, broiled or baked fish or with fried or broiled chicken. 

Potato Pats. —These are usually made of mashed potatoes left 
from a previous meal. The potatoes should be shaped into little 
thin pats before they become cold. The pats may be fried iu the pan 
after bacon or salt fat pork and should bo well'browned upon both 
sides. Sometimes they are afterward set in the oven aud treated to 
two or three basting3 in company with the roast of meat (in a sep¬ 
arate pan, of course) and served upon the platter about the roast. 

Prisoess Potatoes.— Mash the potatoes, season highly, and 
pack them, still warm, in a well buttered, deep, square tin. NVheo 
cold, turn them out ami let them stand like hominy that is to be 
fried. Shortly before serving time cut the potatoes in even strips 
about half an inch thick, and have in readiness a table-spoonful of 
molted butter in ono deep plate and a well beaten egg in another. 
Dip the strips first in the butter, covering them well, and then in the 
egg ; and lay them in a buttered pan, taking care that they do not 
touch. Bnko them ten or twelve minutes in the oven, arrange them 
neatly on a hot platter, and serve immediately. 

All the above red/**, it will be noticed , are for the use of mashed 
potatoes, either hot or cold. 

Potato Sour.— This is one of the most delicious of vegetable 
purtes, and the materials needed for it are seldom beyond the 
immediate reach of the provident housewife. Pare and quarter 
three rather largo potatoes, and cook them in boiling salted water 
with an onion cut in half. As soon as the potatoes are done, drain 
thorn thoroughly, remove the onion, mash the potatoes fine, and 
■ewon them with a scanty tea-spoonful of salt, a hint of cayenne or 
half a salt-spoonful of paprika, and half a ialt-spoonful of white or 
black pepper—white preferred. Have in readiness a pint of milk in 
which n scanty tablo-spoonful of flour has been boiled and stirred 
until perfectly smooth and free from lumps. Pour this l»ot liquid 
slowly upon the potatoes, l»cating nil the time. Strain the whole 
into a hot tureen, add a tablc-snoonful of softened butter, and a very 
delicious and nourishing purie is ready for the table. 

The recipes given below are among the most approved methods of 
treating boiled jtota'oes. 

Creamed Potatoes.— Make a white sauce, and whilo it is boiling, 
add to the quantity mentioned in its recipe a pint of thinly shaved 
cold potatoes, allow the wholo to simmer exactly three minutes, and 
servo. This makes an excellent dish to accompany almost any meat. 

Potato Oratin.—To a pint of coarsely chopped cold boiled 
potatoes add half a tea-spoonful of salt, half a salt-spoonful of pepper, 
aud half a tea-spoonful of chopped parsley or of celery salt, or a 
tea-spoonful of onion juice, the latter being pressed from the onion 
by means of a wooden lemon-squeezer kept for ibis purpose only. 
Spread the potatoes upon a moderately deep buttered plate, and 
cover them with a pint of cream sauce. Sprinkle the top wiih but¬ 
tered crumbs, and bake to a light-brown, ten or twelve minutes 
being usually sufficient in a suitable oven. 

Potatoes*in Gravy.— Cold potatoes chopped moderately fine and 
warmed up in chicken, beef or, indeed, any good meat gravy that 
has been nicely seasoned, make a very palatable dish. Plare the 

E vy over the'fire, and when it is hot, stir in the chopped potatoes, 
three minutes, and serve. 

Browned Sliced Potatoes.— Place in a pan odIv sufficient bacon 
fat to prevent the potatoes adhering to the bottom. Slice cold 
boiled potatoes hair an inch thick, and lay the slices in the pan, which 
should not be too hot; when each piece is well browned on one 
side, turn it over carefully and brown the other side. Before 
removing the slices sprinkle them with salt and pepper, and lay 
them, seasoned side downward, upon a hot platter. Now season 
the upturned sido, lay upon each slide a-quarter of a tea-spoonful of 
melted but not heated butter, and send to table at once. This makes 
a dainty accompaniment for fish, flesh or fowl. A slight garnishing 
of parsicy or water-cress adds to the appearance of the dUh, and 
many persons like to eat the greens with the potatoes. 

Minced and Browned Potatoes. —Place a table-spoonful of bacon 
drippings, ham gravy or the fat of any roast meal except mutton in 
a pau (butter, of course, will answer), and when it is hot, turn into 
the pan a pint of chopped cold potatoes, season to taste with salt and 
pepper, and stir until all are well browned. The amount of season¬ 
ing cannot be specified, because different drippings are more or less 
aalted and peppered and thus help to flator the potatoes. 


Potatoes a la J (aitre cf IMtel.— Cream a tabie-spoonful of butter, 
and beat into it the yolk of one egg, and then a table-spoonful of 
chopped parsley, a tea-spoonful of lemon juice, half a tea-spoonful of 
salt aud half a salt-spoonful of pepper. Cut into tiny blocks or 
coarsely chop a pint of cold boiled potatoes, and heat them in as 
little milk as will cover them; and when the milk is well alisorbed. 
stir in the seasoned butter, and serve immediately. Butter prepared 
as above is sometimes turned over potato balls instead of the white 
sauce mentioned in a succeeding recipe. 

Escallofed Potatoes.—P repare a nicely seasoned white sauce, 
and turn a little of it upon the bottom of a buttered baking-dish. 
Spread upon the sauce a-third of a pint of finely sliced cold boiled 
potatoes, then add more sauce, a second layer of potatoes, another 
portion of sauce, a third layer of potatoes, and lastly a covering of 
sauce. Sprinkle the top wiih buttered and seasoned sifted bread¬ 
crumbs, and bake until of a light-brown hue, twenty-five minutes 
in a moderately hot oven being usually sufficient. Serve in the 
baking-dish, folding the latter neatly in a napkin if it is unpresent¬ 
able. Tho attractive appearance of a dish predisposes ono to like 
iu contents; and escallopcd potatoes, being really very dainty and 
appetizing, deserve an agreeable introduction. 

Potato Balls, wirn Cream Sauce.— With a potato-scoop cut out 
a pint of ball* from pared raw potatoes, and place them in cold 
water until wanted ; then drop them into boiling salted water, and 
let them cook about twelve minutes if the scoop is a large one, or 
ten if it is small Drain tho balls, pour over them a pint of hot 
white sauce, and servo in a hot dish, sprinkling thorn with a tea¬ 
spoonful of finely chopped parsley. 

Saratoga Potatoes.— Pare a suitable quantity of raw potatoes, 
cut them into very thin aud even slices, throw these into ice-cold 
water, aud act them away in a cool place. It is all the better if this 
part of the work is done the day liefore; and in this case tho water 
should be changed occasionally. When ready to fry tho potatoes, 
have the lard smoking hot. Wipe tho slices with a soft cloth, and 
drop them, only a cupful at a time, into the lard, which should not 
be more than two or three inches in depth, but should be placed in 
a kcttlo deep enough to prevent it bubbling over. Stir tho slices a 
little, and when they are nicely browned, lift them out with a skim¬ 
mer and drain upon brown butcl.ere'-paper. As soon as tho fat is 
again smoking hot, cook another cupful, and so continue. Sprinklo 
the chips with salt as soon as they are taken from the kettle. 

Potatoes Baked with Meat.— Pare a sufficient number of pota¬ 
toes of medium size, and arrange them about tho beef as soon as it 
is ready to roast, if it is to be underdone; if it is liked well done, 
however, put them in fifteen minutes later. Basto the potatoes as 
often as tho meat, and serve them upon the samo platter, provided 
the latter is large enough, so that they will look well and not inter¬ 
fere with the carTcr. Of course, when the roast is to bo cut at a 
side table, the potatoes will usually be brought on in a separate 
dish. 

Dar Stew.—T o a quart of pared and thinly sliced raw potatoes 
that bare been soaked at least an hour in cold water allow four 
medium-sized slices of fat salt pork. Cut these slice* crosswise into 
thin piece* and spread a-third of them in the bottom of a pudding- 
dish with half tbc potatoes. Dust with a little salt (the pork will 
season the potatoes somewhat) and a little popficr, and arrango on 
top another third of the pork and tho balance of tho potatoes. 
Lastly, spread the rest of tho pork over the top, cover, and bake for 
thirty-five minutes; thru uncover, and bake until brown, which may 
require from twenty to twenty-five minutes longer. This is a most 
agreeable dish for those who like salted pork. 

Potato Salad.— Cut the potatoes into slices a-auarter of an inch 
thick, or else divide them, before they arc quite cold, into small cubes. 
Sprinklo each pint of potatoes with a table-spoonful of oil mixed 
with two of vinegar: or pour over them, if preferred, n good 
mayonnaise sauce. Half an onion, finely chopped, may bo mixed 
with the potatoes just before the mayonnaise is added, but this is a 
matter of taste. Potato salad is an'cxoellent supper dish to servo 
with cold meats, particularly cold boiled tongue. 

Potato Tea-Cakes. —Season finely mashed, hot potatoes as if for 
the table, omitting the pepper. Sift n pint of flour into them, and 
mix in enough cold milk to make a stiff batter. Add a-qunrter of a 
cake of compressed yeast dissolved in milk, or half a cupful of homo- 
made yeast, and set the dough in a warm place to rise. When 
sufficiently light, form into cakes, and bake them like biscuits, or in 
muffin-rings set in a pan. Split and butter them as soon as done, 
and send to table hot These cakes are very nice for a Winter sup¬ 
per or for a luncheon or breakfast at any season. 

The various dainty preparations for which directions are given 
above cannot but convince the most skeptical of the many possibili¬ 
ties of the potato; and although it is more than likely that future 
cooks will discover new and toothsome messes in which the nutri¬ 
tious root may be used, there are certainly enough of such dishes 
now known to prove to the conscientious and careful housekeeper 
bow truly excellent a vegetable the potato is. 
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Di^ft W N-Woi^k. 

ARTICLE X. 

A pattern similar in some of its details to those illustrated at Figure skirt, to have it cross breadths from side to side after the manner of 
No. 42 in the August Delineator and at figure No. 48 in the Sep- tucks or embroidery, instead of following a selvedge; the threads 

may be so drawn that one-half 
the strands for a star will take 
up a selvedge at each side of 
every breadth; and adjoining 
breadths may then be sewed to¬ 
gether at each little solid square 
before the knotting begins, so 
that the joining will be scarcely 
perceptible. By referring to Fig¬ 
ure No. 67 at the point where a 
corner is turned over, the worker 
may observe how such a joining 
is made. It may be necessary, 
when nearing n selvedge, to so 
calculate that the strands will 
come out ns wanted; and this 
may be done by slightly increas¬ 
ing or decreasing the threads of 
the strands. ns may lie required, 
in order to bring them out in 
such a manner that the strands 
for onc-half of n star will come 
at the selvedge. A little practice 
in this respect will enable the 
learner to produce a satisfactory 
re*ull without difficulty. 

Ftorntn Nos. 66,57 and 68.— 
Details or Demur.—T he method 
of drawing and clipping the 
threads was fully explained in 
the September Delineator, and 
it will be unnecessary to repeat 
the instructions here, since the 
•■ngraving makes the process 
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tember issue is presented this month. In 
consequence of this similarity to designs 
which have gone before, an extended de¬ 
scription of details will not needed, n> 
the learner is by this time sufficiently well 
versed in the methods of the work to l»e 
able to follow with ease all apparent intri¬ 
cacies. The design, like a number of those 
which have preceded it, will be found ap¬ 
propriate for skirts, dresses, apron*, scarf-, 
tidies, etc.; and any of tlu* fabrics hereto¬ 
fore mentioned may be used for its success¬ 
ful development. 

Fusmi: No. 55. — Demon ron Drawn- 
Work.—T nis engraving illustrates the com¬ 
pleted design and shows how the threads 
are to be drawn for the headings after all 
the other threads have been drawn for the 
main portion of the pattern. As many rows 
of stars and spider-webs as may be desired 

may be made before the headings are added: and any other of the 
headings previously described may be substituted for the one illus¬ 
trated. although the latter is in perfect keeping with the remainder 
•of the border or design. It is desirable, in making the design for a 


perfectly plain in every particular. The diagonal knottinps are made 
precisely a- those in the September design, except that they are not 
tied where they cross at the middle of each space. When all the 
open ?pices bare been crossed without knotting, and all the small 
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squares crossed and knotted, as seen in the engraving, begin a thread Complete each row of strands and spaces in a similar manner. A 
at tho middle of the top of a space and bring it down vertically to dose inspection of the engravings will show how every step of the 
the first horizontal strand of drawn threads; take up half of this details u carried out, from knotting the crossing threads to finishing 
strand, and knot it as shown in the eugraving ■ then, after a short the spider. The crossing threads must be very accurately allowed 

in order to give the Gnished work a smooth 
effect. 

Figure No. 58 also shows how the “short, 
allowance" may he omitted in effect, by 
passing the cotton to the buck of the work 
after knotting the first half of the strand, 
and then bringing it out at the kuolting of 
the second half, thus leaving the space be¬ 
tween the strands perfectly open. The 
effect will then be more lace-like. 

When drawing near the end of a needle¬ 
ful of working cotton, stop using it where 
you knot all the threads together. Then 
take a new cotton, draw it up through the 
knot, and weave the short end of the first 
cotton iu and out with the new one in mak¬ 
ing the Spider. This plan will obviate the 
necessity of making a joining of the threads, 
which would be more or less clumsy. 

Fiociie No. 5!).— Finish row Dkmon.— 
This engraving fully explains itself. After 
the strands arc separated iu the usual uiau- 
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allowance of the knotting thread or cotton, take up the other 
half of the strand and knot it in a similar manner. After this 
tho next space is crossed and the next lower strand knotted 
in the same manner as the upper one; and finally the cotton 
is carried across tho lower or last space and fastened at the 
middle of its lower edge. Every space is crossed by a vertical 
tliread knotted us described, and then a horizontal knotting it 
begun (sec Figure No. 58), and continued as follows: knc.t tin- 
inner half of tho first upper upright straud, carry the thread 
to the center of the space, and there knot all the meeting and 
crossing threads with it; then weave the needle over and 
under tho radiating thread* to make a spider or spider web, 
as described iu the August Delineator. When the spot or 
spider is large enough, finish it with a knot made • xactlr 
opposite the beginning of this thread, and carry the latter to 
tho uext upright strand, knotting one-half of it. Make a short 
allowance, the same us in the vertical knotting, carry it back 
of the strauds os suggested below, and then knot the other 





Figure No. 58. 


Figures Nos. 56, 57 ASX) 68.— DrrAiLs or Demon. 



Figure No. 59.—Finish for Design-. 


nor they are knotted together in sets of 
throe. As each set is knotted it is also 
darned or woven in and out in spider fash¬ 
ion. and the spider is finished with a knot 
before the next three strands are knotted. 
The little heading observe! at each side of 
the finish at Figure No. 55 may be omitted, 
if not desired, but it is a dainty addition and 
requires but little more work. It is quite '. 
matter of necessity between the design and 
the finish; but between the latter and tho 
plain fabric it may be left out. 

Regarding the introduction of color bj 
using variously tinted working cottons, the 
suggestions we have offered on previous 
occasions still hold good. All-white work 
is daintier and more refined, but there are 


some fancy articles which may be made 

half of the strand. Carry the thread to the center of the uext space more showy by the use of colored cotions. The selection of the 
and proceed to make another spider or web the same as before, latter 1-, of course, purely a ina'.ter of taste. 
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HOW TO LlVe Wl$6LV.— Chapter 16. 


SELF-PRESERVATION. 


Early Autumn weather is often as likely to prove detrimental to 
the health of heedless persons as the most oppressive heat of the dog 
days. Indeed, the unfortunate dweller in cities, who has been 
sojourning by the sea or in the mountains, spending much of his tune 
in the opon air, forgets, while seeking rest and striving to renew his 
vigor, that Nature endeavors to include him in the general processes 
of decay which bring such wide-spread devastation to the vegetable 
kingdom at this season • and her attacks u|>on his health an* very 
likely to prove successful if he does not guard against them. These 
attacks are most dangerous at night, and in the morning before the 
sun has drank up the dew, when the eariv riser goes forth without 
first fortifying himself with food; for when the stomach i« empty, 
the whole system is weakened and is at the mercy of ita own 
destructive elements, as well as of outside natural force*. 

Many persons who have been invigorated by a change of air and 
a long rest, and who feel quite above and be^oud the need of per¬ 
sonal regard for their health, become the victims of diseases resulting 
from exposure to night air that is laden with the noxious vapors of 
decomposing vegetation. In numerous cases of this kind the sufferer 
fancies he can trace Ids nilmeut to the unwholesome surrounding* of 
other places in which ho has tarried, while in reality the pitiless 
enemy has lurked about his own door and crept stealthily upon him 
by night, while ho sat in the open air, beguiled into forgetfulness by 
the beauties of Nature about him. These delicious evenings of the 
early Autumn are but the allurements of that cruel enemv—disease. 

It is not strange that the ignorant in days gone by should have 
believed that the air was filled with occult spirits, serving the Evil 
One for the destruction of human life; for they did not know of the 
microscopic enemies, potent and insidious, with which the atmosphere 
at times is literally alive—enemies that are as difficult to evade as 
•tbev are powerful for harm. 

We all love to look upon the sun as he rises gloriously from the 
c’ouds of mist and vapor that teem envious of his splendor, and we 
are apt to be oblivious at such a time of the unpleasant facts which 
the brilliant scene should suggest In the same way that we seldom 
stop to reflect that the sun is stationary and the earth a mere atom 
moving under its attraction, so we are prone to forget that the deli¬ 
cate moving mists of Autumn are insidiously vicious, holding disease 
and death concealed within their exquisite veiling. This view may 
seem to many pessimistic or, at least, highly colored, but let those 
who laugh at it or doubt its truth seek the scientist’s opinion. Ask 
a broad-minded and conscientious physician when it is tliat the fever 
fiend lakes on his most fascinating aspect, and he will gravely tell 
you it is in the early morning of the most perfect Autumn days. 

Having devoted some of these paper* to the best methods of 
gaining health, advice regarding its preservation is worthy of timely 
consideration. The returned Summer sojourner who has of late 
lived much of the time in the open air docs not find it much to his 
liking to sit under shelter after the sun has set; but he should re¬ 
member that now the exhalations from the earth and the d*«ceot of 
dew from the upper air are wholly hostile to health even when they 
ore incapable of being fatally ’mischievous. If one must be out of 
doors in the lovely atmosphere of Autumnal decay, it is safer to keep 
in active motion than to sit or recline. Of course, there are many 
persons, labors for the most part, who are so inured to such atmos¬ 
pheres that they appear to receive uo injury from them. In the 
name way, on the principle of habitual use, there are arsenic eaters 
who would die without the drug, ami opium eaters who would go 
mad if deprived of their stimulaut; but this does not prove that a 
person unaccustomed to these poisons would not die from taking 
one-tenth ns much of cither as one who is in the habit of using it. 
It should not be inferred from this, however, that one who has 
become acclimated to a malarial or miasmatic region would become 
ill if sent away from the unwholesome locality, but only that he who 
is accustomed to breathing pure air would endanger his life need¬ 
lessly by indulging in star-gazing or watching the dawning of the 
day solely for the pleasure of beholding their beauties. 

Then there are other foes to good health of which those who dwell 
in towns take little heed. The head of the family may provide his 
house with the costliest and best of protection against sewer gas, 
and yet he or the thoughtless or uninstructed members of his family 
will tranquilly stand by an open sewer basin at a street corner while 
waiting for a car or stage, as if the deadly gas could arise from no 
other source save the unprotected waste-pipes in the house. If 
one is compelled to pass an open sewer, it is always the safer plan 
to walk on the windward side, and it i? well even then to plarc a 
handkerchief before the nostrils for tbc moment. It is particularly 
unwise to risk inhaling any unwholesome vapors of this kind 


while the stomach is empty. To be sure, the presence of food in 
the stomach for our little malarial enemies to feed upon does not 
insure absolute safety, but it materially increases our chances of 
evading their evil effects. 

There is naturally a difference of opinion regarding the advisability 
of taking long walks or rides before breakfast, because tempera¬ 
ments, constitutions and individual habits differ so widely. It is 
undoubtedly true that after the dampness left by night has disap¬ 
peared, the morning is the best time in the entire day to exercise, 
but no one should take such exercise without being first strengthened 
with a proper amount of food—not the usual copious breakfast, 
but a cud of coffee and a roll, or a cup of heated, not boiled, milk, 
with a biscuit or cracker to prevent nausea, light-headedness or 
hunger. To start upon a fatiguing tramp directly after a hearty 
meal is most injurious to the digestive apparatus; and in another 
way it is almost as harmful as to start ofl' with no food at all in the 
stomach. In many cases there is an additional objection to the 
taking of morning exercise in the fact tliat a day of physical labor 
and consequent fatigue is to follow; but if the day is to be spent in 
intellectual work, early exercise will be found to clear the brain and 
sharpen all the mental faculties. 

Too often those who have returned home at the close of the 
Summer fully rested and brimming with energy are not economical 
with the good things thus obtained. They are spendthrifts of their 
newly acquired physical wealth, and such extravagance deserves 
eveu a sharper rebuke than wastefulness of money. Curiously 
euough those who are thus prodigal with their vitality appear to 
feel no reproaches of conscience or even to suspect themselves of 
sinfully wasting the most precious of their mortal possessions. 
One of the gravest misuses of a Summer vacation is, therefore, 
the over-exertion that follows it, sometime* for the mere pleasure 
of expending what is looked upon as a surplus of health instead 
of as a wisely hoarded store of strength to withstand the natural 
demands of everyday life. Often, however, this foolish expenditure 
of vitality is caused by the accumulation of work during absence. 
This i« particularly the case with women, but if she who is 
overcrowded with pressing household duties could only picture to 
herself the condition of her affairs had she never returned and realise 
the humiliating fact tliat the world would still have moved on with¬ 
out her, she might, perhaps, decide it to be her wisest course to 
work more deliberately and spend only a little more than the usual 
time at her tasks, so tfiat she might retain lor the Winter’s needs at 
lea«t a portion of her bouyancy of spirits and elasticity of muscle. 

When Herbert Spencer was- in America a few years since ho 
said, “I come to preach a doctrine of relaxation." He taupht that 
an intelligent and conscientious person will regard moderation ns a 
cardinal virtue and respect his hours of rest equally with those of 
labor, treating both with due attention. If (hi* respect is omitted, 
all the elasticity of life di«np’*ars. either little by little, like a *nnd 
bar under the gnawing of the waves, or all at once, like n puff of 
smoke before a gale. 

Excessive activity belongs only to the young, because they alone 
have a reasonable expectation of future" renewals of their vigor. 
The mature woman who has borne children and given of her vitality 
to nourish their bodies, enrich their minds and mould their charac¬ 
ters, has reached an age of greater repoee and of contemplative 
pleasures. She cannot afford to waste her remaining forces in un¬ 
necessary exertions, although her ripened character and practical 
experiences have fitted her for energetic efforts in times of emer¬ 
gency, when the need justifies and the result compensates her for a 
large expenditure of reserved strength. 

A woman who was the mother of a goodly number of charming 
children, and whose sweetness and usefulness in life were apparently 
inexhaustible, was once asked if she intended climbing the Kigi. 
She was at the time seated upon the balcony of a Swiss hotel, her 
handsome person arrayed in a summery gown of white, and her 
kindly face alive and beautiful with the’stirrings of poetic emotion; 
aud she answered: “ The mountain looks superb from tbi* point, 
and I ?m enjoying it according to my years. If I climbed it with 
my children, 1 might not have enough strength left to share the 
enthusiasm of their return. No; mounUun-climbiug would be a 
toil to me now. but it is a pleasure to them, and so I am doubly 
happy." It is mostly bravado or affectation for a man who is past 
fifty *>r » woman who is past forty to climb unnecessary heights or 
indulge in unreasonable activity. 

Life is a pitiful failure to those who cannot accept those conditions 
which arc in harmony with their years. Indeed, all ignorance is 
unharmonioas, e%en if it causes only a foolish endangering of the 
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health for the 3ake of gazing at the moon during an Autumnal 
evening or of obtaining a glimpse of purple splendor through the 
haze of the opening dawn. ~ It is one of the most incomprehensible 
drolleries of human nature that people do not think. They seem 
not to know that inertia is cumulative the same as are physical 
forces, and that those who lead sedentary lives cannot expect to 
become agile in the dance or the long tramp, and have no reasonable 
right to undertake activities, except under the direction of a professor 
of physical development prefaced by the advice of a competent 
physician—and, for that matter, children should never be sent to a 
gymnasium except by and under the same intelligent authority. 

No matter how active one’s youth may have been or how great 
the endurance of early manhood and womanhood, a few years of 
bodily inactivity will reduce the strength and endurance of the 
muscles surprisingly. And, besides, the activities of domestic life 
make exhaustive demands upon quite a different set of muscles from 
those required to fit a woman to become a member of the Alpine 
club. Of course, there are hundreds of women in middle life who 
do belong to this organization, but they have either been trained to 
tramp aud to climb by the slow processes of true physical culture or 
else have fallen out of line with their fellow-climbers. As a rule 
the successful feminine pedestrian aud climber is one who possess.** 
a well-rounded meDtal development—whose enthusiasm is of that 
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reasonable order which does not wear her out by its excesses aud 
does not inspire her to walk when it is reasonable to rest, or to go 
without timely food because she will miss a view if she stops to 
eat; and who will not brave a storm to prove that she is a valorous 
tramp, or wear heavy-weight gowns because an excess of drapery 
is becoming to her when she is promenading in town. She who 
spares herself needless fatigue only obeys the instinct of self-proscr- 
vation; and she teaches this self-care to her children. Sensible 
women or. rather, women with common sense never have irrational 
or silly children, except their education and training bo tampered 
with or interrupted by otliers. 

Activity, when not indulged to excess and when well suited to 
her age and occupation, will certainly nourish and keep alive a 
woman's enjoyment in the amusements of her children. Even when 
she is not strong enough to be muscularly active, if her mind has 
been enriched and trained and her imagination nourished by the 
pleasures of a life of refinement (which is by no means of necessity 
one of luxury), her children's pleasures and pursuits are as much 
her own as if she were an active partner in them all. Indeed, to 
be young vicariously is to preserve one's-self forever fresh in spirit; 
and this happy condition is possible to every woman who is not 
crushed by sorrows or over-weighted by anxious cares that she is 
not able to lay down while she renews her youth. 
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FROZEN DESSERTS 

It was originally our intention to close the present scries with the 
chapter published'in last month's issue, but in response to requests 
from a number of subscribers for further information regarding 
frozen dessert*, we have concluded to present an additional chapter 
of recipes for delicacies of that nature. In the following selection 
will bo found a number of light and simply compounded desserts, 
together with sevoral of the richer varieties suitable for formal dia¬ 
llers aud luncheons. 

MONTROSE PUDDING.—To a quart of good cream allow a 
cupful of granulated sugar, the yolks of six eggs, a table-spoonful of 
vanilla extract aud a pint of strawberry water-ice. Place a pint of 
the cream in a farina boiler, and set it ou the range to boiL Beal the 
yolks of the eggs and the sugar together until light, beat them into 
the boiling cream and stir continually until the mixture thickens, 
which will be in about a minute. Then remove the boiler from the 
fire, add the remaining pint of cream aud the vanilla, allow the 
whole to cool, and freeze. When well frozen, pack ihc mass in a 
round mould, leaving a well in tho center: fill the well with straw¬ 
berry-ice, and cover tho latter with a small quauUty of the pudding 
reserved for the purpose. Pack the mould in salt and ice, and let it 
stand for at least two hours before using the dessert. If a brick 
mould is preferred, put in first a layer of the pudding, then a layer 
of strawberry-ice and lastly another layer of the pudding. Serve 
with the following 

8AUCE. 

Take a pint of cream, a-fourth of a cupful of pulverized sugar, 
tho yolks of three eg£S a heaping table-spoonful of gelatin.* and 
a tea-spoonful of vanilla. Place the gelatine in a little cold water, 
and allow it to soak for half ari hour. Put the cream in a farina 
boiler, and let it come to the boding point, then add the yolks and 
sugar, which have previously been beaten together until very light. 
Stir the liquid until it thickens, one minute being usually sufficient; 
then add the gelatine, and stir until it dissolves. Remove from the 
fire aud add the vanilla, together with a small glassful of sherry, 
if liked. Set the sauce away in a cold place until wanted 

As only n pint of strawberry ice will be needed in making tbe 
above pudding, the quantities previously given in the recipe for the 
ice should l>e suitably diminished, so that no more shall be made than 
is required. When readv to send the pudding to table, dip tbe 
mould for a minute in hot water; the pudding may then be readily 
slipped out upon a fancy glass or silver disu. The sauce may be 
poured about the pudding or served in a boat, as preferred. 

ORANGE GRANITE. —For this use six oranges, three pint* of 
water and half a pound of sugar. Peel four of the oranges, being 
careful to remove all the seeds and every vestige of the white under¬ 


lying pith; and separate them into sections. Boil the sugar and 
water together for five minute*, removo the syrup from tho fire, add 
the juice of tbe remaining two oranges, throw in the dividod sec¬ 
tions, and let the whole stand until cool. Then remove tho oranges, 
turn the syrup into the freezer, and freeze. When nicely frozen, 
remove the beater from tbe freezer can, stir in the oranges, being 
very careful not to break them, cover the can and set it aside for not 
longer than twenty minutes before sending the desert to table. Servo 
in glasses. 

FROZEN COFFEE CUSTARD.-AUow half n pound of sugar, 
half a pint of cream, four eggs, a pint of milk, and half a pint of 
strong coffee. Set the milk upon tho stove in n double boiler to 
scald. Beat the egg* and sugar together until vory light, ndd them 
to the hot milk, allow the whole to cook for an instant, reinovo from 
the Grc, and add the cream and coffee. Let the custard cool, and 
freeze. 

I.ALI.A ROOKH.—Tnis dessert is of Spanish origin and is very 
ornamental as well as extremely palatable. Select a plain Charlotto 
Basse mould with a tightly fitting oover like that of au ice-cream 
mould. Cut in small pieces a quantity of lady-fingers or sponge 
cake, almond macaroons, French cherries, apricots and angelica; 
stir all lightly together, and fill the mould with the mixture. Make 
a custard of a quart of fresh milk or cream, six ounces of p<fwdered 
sugar and six eggs; and a« tbe custard is removed from the Gre, 
take out and reserve a large cupful, and add to the remainder a quar¬ 
ter of an ounce of gelatine which has previously been soaked in a 
little water. Stir the custard well, strain it over the mixture in the 
mould, and set the whole away to cool, taking care that the mould is 
full and even. Lay a sheet of white paper over the top, close the 
mould tightly so that no water can possibly enter, and bury it in 
salt aud broken ice for an hour and a-iialf or two hours. Now add 
to the remaining custard half a pint of whipped crearn, and season 
to taste with vanilla extract or any preferred flavoring. When tho 
dessert is needed on tbe Uble dip the mould in warm water for a 
minute or so, remove the cover and turn the pudding out upon a 

C y serving dish. Sprinkle the top with a little finely cut French 
pour some of the custard sauce arouud the pudding, and send 
the balance of the sauce to table in a boat. 

MACEDOINE OF FRUIT.—Take a pound of sugar, a quart of 
water, the juice of two oranges and one lemon, three bananas, one 
small pineapple, a dozen large strawberries or a small glassful of 
strawberry idly, and two table-spoonfuls of gelatine. Cover the 
gelatine with a very little cold water, and let it soak half an hour. 
Boil the sugar and water together for ten minutes, put in the gela¬ 
tine. and strain. Then add the orange and lemon juice, tbe bananas 
cut into small blocks, the pineapple picked to pieces and the straw¬ 
berries cut in halves or the jelly cut in blocks; let the whole stand 
until coid, and freeze. When the mixture is properly frozen, remove 
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the dasher from the freezer, and set the dessert aside for half an hour 
before serving. This preparation should not be frozen too hard. 

ORANGE SOUFFI.fi, FROZEN.—To a quart of cream allow a 
pint of orange juice, the yolks of six eggs, a pound of sugar and half 
a box of gelatine. Soak the gelatine for an hour in half a cupful of 
cold water, and then add half a cupful of boiling water to fuller dis¬ 
solve it. Mix the orange juice and sugar together, and whip the 
cream. Beat the yolks of the eggs until light, add them to the orange 
juice and sugar, stir in the gelatine properly strained, and freeze. 
When the mixture is nicely frozen, remove the dasher, stir in the 
whipped cream, and set the whole aside for two hours to ripeo. 

CHARTREUSE OF ORANGE.-Choose two moulds, one of 
which is an inch and a-ha If larger in diameter than the other. Pre- 

C i a nice orange jelly of gelatine, and pour a portion of it into the 
er mould. Pare and quarter half a dozen oranges, and carefully 
remove every particle of skin and white pulp. Deftly separate each 
quarter into three or four pieces, cover the jelly in the mould with a 
layer of the oranges two or three slices deep, and place it on ice to 
set. When the jelly is firm, place upon it the smaller mould, and fill 
die space between the two moulds with sliced oranges, powdered 
sugar and jelly, until the mixture is level with the top. Nicely whip 
a pint of cream, add the whiles of two eggs, beaten si iff, and half an 
ounce of gelatine dissolved in a little, cream with a lump of sugar 
rubbed on the orange skin until well Savored by the zest. When 
the jelly m the mould has set, pour warm water into the inner mould, 
and remove the latter instantly. Turn the jelly o il upon a band*omc 
dish, and fill the inner space with the whip. Strawberries, ra»p- 
berries or peaches, with jelly to match, may be used by this recipe 
instead of the oranges and orange jelly. 

PLOMBlfiRES.—Blanch half a pound of Jordon almond*, and to 
them allow a quart of cream, tho yolks of seven egg* and half a pound 
of sugar. Pound the almonds to a paste, «?ald the cream in a forma 
boiler, and udd to it the almonds ami then the yolks and sugar beaten 
to a cream. Stir tho mixture over the fire until it begins to thicken, 
then remove, beat continuously lor three minute*, strain through a 
fine sieve, and freeze. Whan the preparatiou is frozen, remove tho 

well in the e 


dasher from the can, make a small 


center of tho mas*, fill 


it with apricot jam, cover, and set aside for two hour*. When ready 
to serve, dip the can quickly in warm water, and turn the desert 
out upon a dish. 

ICED RICE-PUDDING, WITH A COMPOTE OF ORANGES. 

—To half a cupful of rice allow a pint of milk, a quart of cream, two 
cupfuls of sugar, the yolks of six eggs and a table--poonful of vanilla. 
Rub the lice well in a clean towel, put it on to boil in a pint of cold 
water, let it boil half an hour, and drain; then cover it with the milk, 
and boil half an hour longer. While it i- boiling, whip the cream; 
and after as much as possible has been whipped, add the remainder 


and the liquid which has drained from the whipped portion to the 
rice and milk, and set the whipped cream in a cold place until 
wanted. Now press the rice through a wire sieve, and return it to 
the farina kettle in which it was boiled. Beat the yolks of the eggs 
and the sugar together until light, pour them over tho boiled rice, 
stir well, set the mixture over the fire, and cook it two minutes, or 
until it begins to thicken. Then remove, add the vanilla, turn the 
pudding out, and when cool, pack it in the freezer. As soon as it if 
properly frozen, stir in the whipped cream, remove the dasher, 
.smooth down the pudding, and let it stand for two hours. 

COMPOTE OF ORANGES. 

For this use a dozen sweet oranges, a pound of sugar, the juice of 
a quarter of a lemon, and a gill of water. Place the water and 
sugar in a granite stew-pan, let them boil for five minutes, skim, 
and add the k-uion juice. Peel the oranges, cut them in halves 
crosswise, and remove the cores with a sharp knife. Dip a few 

E es at a tamo in tho hot syrup, and lay them out singly on a 
dish; and when all have been irented, pour the remanderof the 
syrup over them, and set them on the ieo to cool. 

When ready to dish the pudding, lift tho can out of the ice, and 
wipe it carefully. Then wrap the bottom with a towel dipped in 
boiling water, place a dish over the top, turn the oao upeide down, 
and lift it off the pudding. If this cannot be readily done, wrap the 
can oooe more with the hot towel. Iluap the oranges over tho top 
ami around the base of the pudding, and pour the syrup over them. 

CHESTERFIELD CREAM—Take twelve ounces of sugar, the 
rind of a lemon, a pint and a-half of cream, the yolk* of three eggs, 
a stick of cinnamon and a pint of preserved damsons. Place tho 
cream in a farina boiler with tli? cinnamon und the chipped rind of 
the lemon. Beal the -ugar aud yolks together, stir them into the 
boiling cream, cook one minute, strain, cool, and freeze. When the 
cream is frozen, remove the dasher, stir in an extra pint of cream 
that has been nicely whipped, and set the wholo aside for two hours. 
Serve the cream with the preserved damsons arranged invitingly 
over and around it 

ROYAL FRENCH CREAM.-Allow half a pound of swoet 
almonds two ounces of bitter almonds, three-fourths of a pound of 
sugar, eight egg* and a pint and a-half of milk. Blanoh the almonds, 
dry them thoroughly in a cloth, and pound them to a smooth paste 
in a mortar. Add to tin* paste tho eggs, well beaten, and the sugar 
and milk, and stir the mixture vigorously over tho fire until it 
thicken*, being careful, however, that it does not boil; then strain, 
and freeze. When the cream is thoroughly frozen, pack it in a 
mould, put on the lid securely, and set the preparation in ice until 
wanted for the table. Then turn it out upon a pretty dish, and gar¬ 
nish it with any fruit prepared in fine syrup, pouring a little of tho 
latter over the top of the cream. Vanilla flavoring is usually liked 
for this dessert. 
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INCIDENT^ AND A((lDeNT$. 

CHAPTER IV.—POISONING, INTERNAL AND EXTERNAL 


Many occupations endanger health by reason of certain substances 
handled by the worker or unwholesome gases or vapors inhaled by 
him; and for such poisoning there is no permanent remedy save 
relinquishment of the work which causes it. Sometimes evil effects 
of this nature arc to be traced to individual peculiarities, while iu 
other instances they are caused by special tendencies which arc only 
temporary and may be evaded when the general health or perfect 
conditions are restored. Nevertheless, the fact that there is some 
vapor or substance present which poisons one person and not another 
whilo both arc inhaling the same atmosphere or performing the same 
work, is too significant of danger in the future to be treated with 
indifference. 

Certain pursuits are more or less injurious to every one who fol¬ 
lows them. To some this injury is slow but certain, while to others 
it is swift and terrible ; and there are still others who are so domi¬ 
nated by fatal tendencies that, becoming ill from some cause quite 
different from the poison in the atmosphere or materials peculiar to 
their occupations, they are counted as exceptions which prove that 
such trades, for example, as working in lead, emery or potters'-day, 
the printing of wall-paper, brush-making, file-making, copper-work¬ 
ing, tanning, taxidermy, etc., are not always unwholesome. Work¬ 
ing in tobacco, the making of phosphoric matches and many chemical 
pursuits are bound to subject the artisan to poisonous fumes that are 


unmistakably injurious to certain physique*, and such callings should, 
therefore, be carefully avoided if health and life an- held dearer than 
the remuneration received. The healtbfulneaa of a trade should l>o 
thoroughly considered and tested before it is chosen ns a life-long 
vocation by a parent for his child or by a mature person for himself. 
Certain dyes will poison the skin of sensitive or exceptionally deli¬ 
cate persons, while to others they are perfectly harmless. 

With ailments resulting from such causes as those just enumerated 
only skilled physicians can coj>e successfully, and even the wisest 
medical men are sometimes baffled by cases of what is known as 
chronic poisoning. Thu slow injury may affect the skin, the eyes, 
the lungs, the throat, the stomach, Uie nervous system or the teeth 
or the bones generally, the character of the poison rather than tho 
personal tendencies of the victim determining in which parts tho 
evil will show itself. 

Cases of acute poisoning may be dealt with as successfully by a lay¬ 
man acquainted with the antidotes and their uses as by a physician, 
provided, of course, the counteracting remedies can be obtained at 
once. After the immediate danger from the poison is passed, there 
are almost always subsequent conditions that should receive the 
doctor’s most vigilant attention. A person having an easily in¬ 
flamed gastric apparatus will be most Seriously affected in his 
stomach, while another may be badly shaken iu his nerve-centers 
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from the same cause; and thus it is that only a person who is well 
versed in the symptoms which betoken a deviation in such cases 
from the ordinary course should be entrusted with the later care of 
a patient whose system has been seriously disturbed by poison, 
whether internal or external. Curiously enough, the lightness or 
gravity of the case at first fails to determine the importance of the 
after consequences. First treatment, consisting of the application of 
certain recognized antidotes, saves the patient in many cases from 
the immediate results of virulent poisons, but it is a rarely recupera¬ 
tive system which fully recovers, without skilful medical aid. from 
the after consequences of noxious substances taken into the veins or 
intestines. 

The number of serious cases of poisoning that have followed the 
eating of canned meats, fish or vegetables is very-.small considering 
the vast quantity of such foods consumed each year and the possi¬ 
bility of imperfect soldering of tins, permitting fermentation, and 
the use of improper amalgams, causing muriate of anc or muriate of 
tin (both virulent poisons) to mingle with the food. An excellent 
authority advises buyers of tiuned eatables as follows: 

“ Purchase only canned articles that have the name of a reputable 
packer upon their labels. Kxarnine the can well to see that there 
is a line of resin about all the edges of the soldered part. If this is 
not visible, or the can bears evidence of having had two small hole* 
punched in it to let out the fermenting gas, refuse it. I)o not use 
cans that arc bulged, because thus condition is created bv fermenta¬ 
tion. If gas is in a can that appears to be perfect, it can be detected 
by pressing upon the can while holding it to the ear. If gas i* 
within, it will create a kissing sound while the can is being pressed; 
but no noise will bo heard if the contents are in a perfect Mat* of 
preservation. 

" When a can is opened, whether it contains meat. fish, vegetables 
or fruits, lift or pour its contents at once into an earthenware or glass 
dish, because by this exposure much of the fresh flavor is restored. 
Airing sealed articles an hour or more greatly improves them; nor is 
this the most important reason for removing the edibles from the 
tin. As soon as a can is open the edge of the metal touches the 
food and corrodes. In the can this is prevented by the resin that 
oovers the cut parts." 

If. after eating with ordinary appetite and relish, a person experi¬ 
ences sharp pains in the stomach and is seriously aff*ct*-d with 
nausea, slceplossness and great restlessness, or, as is common with 
some systems, is completely prostrated, hr may reasonably conclude 
that he has eaten or drank a poisonous substance. Those who have 
acquainted themselves with accepted rules for rendering quick aid 
in such ease* are aware that the first care of tbc attendant should be 
to rid the patient’s system of the poison, if possible; but when this 
cannot be jx-rfectly accomplished, the next best tiling is to check 
the poison's action by administering an antidote or some neutral¬ 
ising substance, using meanwhile every known means of averting 

Antidotes act chemically and at once upon the substance swallow ed 
by neutralizing it, while a physiological administration i» a remedy 
that assists Nature to resist the deadly influences of a poison. Some¬ 
times both are necessary, but the antidote is usually applied first, 
because it acts more quickly. 

In case of poisoning from eating preserved food of any kind, old 
sausage, impure cheese, etc., give the patient an emetic at once. 
This may consist of n tea-spoonful of ground mustard in a glassful of 
water, repeated several times, or a tea-spoonful of powdered ipecac 
in half a glassful of warm water, or. perhaps, a tea-spoot.ful of table- 
salt in a glassful of warm, not hot, water. After the stomach Las 
been thoroughly emptied, the patient vomiting say three or four 
times, administer the white of one egg and then some suitable stimu¬ 
lant* such || brandy and water or strong, clear coffee. 

Ivy and oak poison sometimes produce external inflammation so 
extended that internal distress arts in attended by more or less 
danger. This poison is an acid, therefore, the remedy is an alkali. 
Dissolve two table-spoonfuls of bi-carbonate of soda (baking soda) 
in a pint of hot water, and apply the liquid with a cloth as warm as 
the suflerer can endure. If the body is poisoued, dissolve a pound 
of the soda in a bath-tub full of water, and let the patient remain 
in the bath not lew than twenty minutes, adding boiling water in 
small quantities to maintain the bath at as high a temperature as can 
be endured. Saturate a soft towel in the water and w«.t the face 
with it every fow seconds; and as soon as the bath is finished dust 
the still moist poison-spots with finely powdered borax. R. peat 
this treatment nightly or oftener until the poison disappears from the 
skin. 

In case of arsenical poisouing direct from the mineral, give 
the patient as quickly as possible any emetic that may be at hand, 
ar.d then administer the whites of eggs to take up whatever of the 
poison may still be left in the stomach. In a case of chronic arsenical 
poisoning that results from a prolonged use of Fowler's solution or 
from living in rooms decorated with arsenical dyes, the patient will, 
as a rule, recover from the effects aa soon as the cause is removed. 

0 


The eyes, tnroat, skin and muscles, the membranes generally and the 
nervous system may be injured by taking arsenic in small doses or 
by breathing air that is tainted by it. Children are sometimes pois¬ 
oned by carelessly handling playthings painted with arsenical green, 
by eating colored confectionery, by placing matches or bits of green 
paper in their mouths or by drinking the water in which fiy-paper 
has been soaked. Such cases are- treated with an emetic, followed 
by the whites of eggs. 

' Of course, a stomach-pump should, it possible, be applied when a 
deadly poison has been swallowed, but such an instrument is not 
likely to be within convenient reach of the non-professional. When 
poison is of an acid nature, either mineral or vegetable alkalies, such 
as soda, magnesia, lime-water, or chalk diluted in milk, may bo 
given, and afterward olive-oil, castor-oil or the whites of eggs. The 
albumen contained in the eggs takes up the poison or is eaten by it; 
the injurious substance is thus completely absorbed, and the sensitive 
surface of the stomach is relieved from iu destructive gnawing. 
When Prussic acid, cyanide of potassium, oil of bitter almonds or 
peach pits have been swallowed, cold water must be instantly dashed 
over the victim's face and bared chest and artificial breathing secured 
the same as though be had been long under water; the applica¬ 
tion of ammonia to the nostrils is also useful. This is the first and 
too often the only treatment that can lie administered in eases of 
poisoning with these deadly drugs; but, of course, a doctor should 
be called with all possible speed. 

Alkali poisons, including potash, soda, ammonia, lye and quick¬ 
lime, are less likely to be fatal than acids, but they often endanger 
life and arc always very distressing. Their opposites in quality or 
character are used as remedies. Vinegar or lemon or lime )uioe will 
counteract the first evil cffi-cts of alkalis, after which olive ar castor 
oil may be given in dosea that would be large purgatives in ordinary 
circumstances requiring cathartics. 

When cerroaive sublimate, sulphate of copper, blue vitriol or ver¬ 
digris has been >wallowed, die patient may be given tho whites of 
several eggs or flour mixed to a paste with sweet milk or water, and 
this may be followed in ten minutes bv a tea-spoonful of mustard 
mixed with a cupful of warm water. The mustard should prove an 
emetic, after which more egg or paste should be administered. Per¬ 
sons suffering from sulphate of green or white vitriol should first be 
given a glassful of water in which a tea-spoonful of bi-carboaate of 
soda has been dissolved, to be followed in a few minutes with flax¬ 
seed or alippery-elm tea. 

An efficient antidote for antiiuonial poison is strong, clear tea; 
after this has been drank, cause the patient to take as nsuoh hot 
water as be can swallow, to wash out the stomach thoroughly. If 
the water is thrown off by vomiting, so much the belter; and more 
should be drank at once. 

When nitrate of silver baa boon taken into tho stomach, it may be 
rendered comparatively safe by the patient swallowing plenty of 
warm, salted water to create copious vomiting; and for iodine poison 
a mixture of (lour and water should be administered for tbo same 
purpose-. 

In case* of poisoning from aconite, ergot, digitalis, lobelia, tobacco, 
canthandcs, belladonna, strychnia or ni a vomica or, indeed, front 
vegetable poisons generally, give the victim a tea-spoonful of pow¬ 
dered ipecac in a cupful of warm water, for an emetic. If this quibk 
and certain medicine is not at hand, administer any other emetic 
that can be quickly procured; and immediately after it has taken 
effect, give a tea-spoonful of fine charcoal and a cupful of strong, 
dear coffee. Let the patient inhale ammonia and keep his head cool 
with wet cloths. 

Among the narcotic poisons the commonest are- opium and mor¬ 
phine and all the compounds that include these two drugs. Persons 
afflicted with poison of this kind should, if possible, drink mustard- 
water freely, aod then stroug, clear coffee as soon as tho emetic has 
operated. Strike the patient's face and bared shoulders and chest 
smartly with a wet towel, and walk him about briskly to prevent 
his falling into a sleep from which it may lx- impossible to arouse him. 
A stomach-pump should also be applied, if it can be procured. Brandy 
may be administered, and ammonia should be used to stir the respira¬ 
tory organs to activity if they are sluggish, as they usually are. 
Chloroformed persons should be placed in the open air at onec and 
the chest uncovered and fanned. Artificial breathing should be 
produced and a cork placed between the teeth to hold the mouth 
open; and care should be taken to keep the head a little lower than 
the chest 

Persons suffering from the effects of serious poisoning should 
always be encouraged to behove that they will very likely recover if 
they only do their own part toward eliminating the alien substance 
from their systems. Of course, the suffering is so intense in many 
acute cases that the victim would gladly die to escape it; and in 
such instances those who render first aid should be perfectly tran¬ 
quil, in order to gain the patient's confidence, and strongly per¬ 
sistent, that they may lose no possible chance of bringing about a 
recovery. 
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P^A(TI(AL L6ftONJ IN GA^AGNT ('tlTTlNG.—No. 



lie*-* indicating the grain of the goods will not need to be marked. 

When all the marking stitches are in, cut out the parts. Separate 
the two sections for each part as far as the threads will permit, and 
then cut the mreads midway between the sections, for which pur¬ 
pose be careful to use a pair of very sharp scissors, so that the 
threads will not be drawn out of position. Then cut the long threads 
ou the upper side midway between the loops, 
and take off the patterns. A portion of the 
basting thread will remain in each section 
exactly where the perforations in the pattern 
were located; and by this means the adjoining 
sections may be accurately basted together ac- 

^ cording to the directions in the label of the pat¬ 

tern. 

This will be found an excellent method for 
cutting garments that are not to be lined, since 
in this way the fabric will not become soiled 
of •Irfacrd by tbe uw «•! pencil or chalk or 
punctured by the points of a tracing wheel. It 
is also a fmd plait when tin- doing fabric is *o 
•oft or thio that it m difficult to mark it by either 
• J of the other methods. 

When tbe lining of a garment is to be arwed 
up w ith the outside fabric, it should be cut by 
the pattern, hasted, and tried on as suggested in 
a nreTKHit article; and when it properly fit- 
. • ten. tbe edges *hnuld be trimmed along each 

fitted «eam to an eren width 


Cutting Out G a events which ark not to be Lined : Cutting Out 
Linings and Marking Perforations; Basting Lining Portions 
for Trying On; and Basting Lining Portions to the Material 

In cutting out unlined garments and ordinary linings, the lines of 
perforations in the patterns must in some manner be marked upon 


It should then 
he taken apart and basted upon the outside fab¬ 
ric by the process shown at Plate 0—that is. 
the liniun should first be pinned and then basted 
from lf/l to" right by the stitch usually taken 


the goods, in order to insure correct joining of the parts. The trae- a • L • I 

mg wheel i« universally u-rd by dressmakers and by many amateurs . P / (HUmVI 

but for fabrics that ore very soft or thin or that will retain the little :• • j. • 

marks made b» the wheel the latter is not always a satisfactory 

implement. Marking: through tho perforations with a pencil is a • • 1 • 

tedious process and frequently not wholly effectual, although made \ ' 1 1 , 

use of to a considerable extent. The tailor's method, illustrated at \* 1 V \ 

Plate F, is undoubtedly the best one to emplov. and is as follows: . . I U , 

Arrange the pattern* to be used upon the goods, following the sug- tek 

gestions heretofore given for calculating, etc. Pin them securely to W 1 \* • 

the fabric as seen in the engraving. using only the point of the pm. \ W . J .*gj§gj|l V v - B 

and taking up as little of the good* as possible Then, with a • * 

"double thread" of basting cotton, begin the marking stircbes by 
taking the first one through both thicknesses of fabric at tbe first 

perforation of a line in the pattern. Take the stitch over again in ,• \ » 

the same place; but when drawing tbe thread down, place tbe tip v . .... \ 

of the first finger of the left band over the perforation and let the \*. \ v 

thread form a loop over it; or a proper lo.Jp may. after a little prac- V ’ V. 

tico, be made without the use of the finger a* a guide. Make a simi- V"' - 

lar stitch and loop at the next perforation, leaving the thread loose V 

between the loops, as shown by the plate; and so continue until 

all the lines of perforations, except those indicating the grain of TlTrATT* LI 

the cloth, are marked. These indicating lines which are not marked J tj _ 

by stitches in linings must be creased or marked in some convenient J J 

manner, in order that the lines of the linings may be arranged to 
correspond with those in the outside fabric or its grain when the 

parts are being basted together. If the grain of the outside fabric by tailors in fastening together the outsides of garments on 
is perfectly perceptible, or if tbe fabric is longitudinally striped, the finings. Thin witch i< accurately iOuflUnted by tho setting 
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needle in the engraving. When each lining portion is hast**! to the 
outside fabric, cut the parts out, but do not cut the notches in the 
outside fabric; and then baste the garment according to the general 
directions for this part of garment making. 

When the lining of a garment is to be sewed up separately and 
inserted after the seams of the outer portion have l>een sewed and 
pressed, it is a good plan to cut it by the sections of the garment 
after the latter has been fitted. This is done by ripping apart a 
basted and fitted half after its seam edges have been evenly trimmed, 
and cutting the lining sections by the sections of the garment, gener¬ 
ally cutting them a little larger than the outside, to allow for possible 
ravelling, etc. While to the amateur this method might appear to 
require more lime than some others, generally it requires less, and 
the final result will be much more satisfactory. 

When the outsides and lining portions of sleeves are basted together 
preparatory to being sewed and then joined to the armVeye in the 
manner usually employed for bodices, they should be alike in site 
and shape, except when u hem is to be used at the wrist, in which 
event the outside must have allowed the extra length shown below 


the broken lines in Plate H. This extra length is usually shaped by 
folding the outside fabric back at the broken lines and trimming the 
side edges even with those of the upper portion. But when the 
lining is to be made up separately from the outside aud inserted in 
tailor style, it should be cut longer at the comer a of the upper side, 
and also entirely acron the top of the under side, as illustrn 1 by 
Plate H. It is presumed that all sleeves having separately made 
linings will be finished with hems at the wrist edges, and the linings 
should extend only to the broken lines in Plate It, at which lines the 
outside fabric should be folded under for a hem. Wadded sleeve- 
linings should always be made up separately ami cut a trifle nano ver 
than the outside. To do this properly, the pattern or outride fabric, 
whichever is used, may have about a quarter-inch fold taken up 
lengthwise through its center before the lining is cut: or the lining 
portions may each l* cut along one edge nearly half-way acres* the 
top ami bottom, making the allowances as shown by Plate H: mi. I 
then the guiding piece may be moved so as to extend beyond i||o 
nit side edge, and the remainder of the sleeve lining cut the same ;»* 
the first part. 


Tea-TAgLe talR$. 


As I behold the group of wholesome, healthy girls who hare 
'gathered about mv tea-table on this bright Autumn afternoon. I 
involuntarily feel thankful that we live at a time when it is fashion¬ 
able for women to be strong and well. The age of the “ pale and 
interesting" girl has passed, and the woman of the period take* 
.pride in her muscular strength and her ability to endure phyrical 
exertion. To say that one has the "color of a milkmaid" is no 
longer deemed a reflection, but a positive compliment; and it is now 
the aim and object of most women to bring this rosy hue of perfect 
health to their cheeks. But there are still a great many whose pale, 
tired face# and languid steps tell too plainly of imperfect health and 
useless muscles; ami so I will take physical culture as the text of my 
talk this afternoon in the hope that some at least of the weak one* 
may be encouraged to strive after perfect health. 

Athletics are ns necessary to women as a class as they are to those 
men whose occupations call for the exercise of little or no muscular 

E wer, and this i* abundantly proven by the fact that the brightest, 
rithleat and rosiest of our sex arc those who subject themselves to 
some rort of regular physical training. Still, there arc many who fail 
to see the need of such exercise, claiming that their regular house¬ 
hold work make# more than ample demands upon their strength and 
endurance. Tho mother whose duty to her family compels her to 
tako a hundred Steps in every hour that passes has certainly plausi¬ 
ble grounds for such reasoning, but she docs not reflect, perhaps, 
that only certain muscles are thus brought into excessive tt-e, while 
all the rest are quite neglected and consequently greatly weakened. 
Then there is another class of women, quite tho reverse of tlie hard¬ 
working housekeeper, who content themselves with a few languid 
steps about the liouso or from tho door-step to the carriage; an.l 
these, of course, do not develop even a portion of their muscles to 
tho endurance of wholesome activity. They have no conception of 

S value of exercise, ami yet, perhaps, no one needs it ami would 
efit by it more thoroughly than they. 

Lecturers on this subject tell us to ride, swim, fence, play teams, 
take son-baths, practise in the gymnasium aud live much in "the open 
air; and those who follow their advice are certainly blessed with 
rigorous health and its sun* concomitants—bright eye?, rosy cheeks, 
a fresh complexion and light spirits. But these health-giving recrea¬ 
tions and activities are possible to only a few. comparatively speak¬ 
ing, of tho women who need their benefit*. Equestrian exercise is 
too expensive for many to indulge in; tennis requires a peculiar 
environment that comparatively few possess; swimming and bath¬ 
ing call for more or less time at the sea-shore; while fencing, out¬ 
door life and work in the gymnasium are only feasible to those who 
have both means an.l leisure. Consequently the pale-faced girl who 
is obliged to stand day after day behind a counter or write wearily 
at a desk until she nearly falls asleep at her work, reads hopelessly 
and with little interest the advice given in books on physical culture, 
because her life is too narrow and too full of work and care to admit 
of any of these elaborate aids to health. 

She should not be discouraged, however, for if she cannot afford 
those costly pastimes which yield both pleasure and strength to those 
who indulge in them, she must not forget that there are effective 
athletics within her means, no matter how economical of tnouey or 
time she must be, and that it need cost her but a ridiculously small 
outlay of money and only a few minutes every night or morning to 


make her muscle* hard, her puls.- quick, her cheek# full and rosy and 
her carriage firm and elastic. Really tho onlv outlay of money 
needed to produce the most desirable results will 1>e a small aunt for 
the purchase of a pair of two-pound dumb-bell*. These are not too 
light to begin with—indeed, for those who are exceptionally laok- 
iugin strength even a lighter weight should lie chosen. 

Dumb-bells should never l<e used violently. The boat time of ihe 
day for practising with them is in the morning before dressing,or, if 
m«We convenient, at night when the clothing haa been removed pre¬ 
paratory to retiring. Grasp the dumb-bell# firmly, lift them until 
they touch the shoulder#, and straighten the arm# out smart! v at light 
angles to toe body. Repeat this movement ton times, doing ilio 
work smoothly and regularly, but not so rapidly that the arms become 
fatigued. Then touch the shoulder* with the boll# and lift tho latter 
straight above the head, repeating this motion ten time# also. Next 
strike out from each shoulder ten time#, and lastly drop the bell# to 
the full length of the arm# and draw them up to the arm-pits. There 
exercises may be varied at pleasure, and others may be devised which 
will, perhaps, bo even better for certain individuals than those sug¬ 
gested. It is wisest to begin with but two or three change# an.l 
increase the exertion as the strength grows. 

Having finislied the dumb-bell exercise, the muscles of the leg* 
should receive attention. Make a mark on the wall four or five let-t 
from the floor, and with the hands place.I firmly on the hips touch 
the rtiark ten time* with each fool, raising the mark gradually n» tho 
mu«di-s develop. Then, 'till retaining the hands, palm downward, 
upon tbe hips, jump a< high n* von cm ten time#, landing squarely 
bat lightly upon tbe feet. 

The next step i* the bath. If a bath-room supplied with hot 
water is at hand, take a quick bath in water that is not too warm. 
Some women are so debilitated that a bath is liable to increase 
the f.-oling of exhaustion; those who are thus weakened aliOUl 1 
bathe very quickly indeed. Sponge hurriedly with cold water after 
the warm bath, and dry the skin by rubbing it vigorously with u 
rough bath towel. If a bath-tub is not convenient, a basin and 
sponge may be made to answer the same purpose, a* by this means 
the matter which dogs the pores may be loosened, to be entirely 
removed by the subsequent friction of the towel. Too much cannot 
be said in’praise of friction as an improver of the skin. In foot, 
should bathing be impossible owing to extreme debility, dry fric »* i 
will almost take its [dace for cleans.-’? and strengthening the cut V <. 

During all exercise such as 1 have ju_* described, the breatl. ...•: 
should be deep and steady and through the nostrils. I have not >| 
that Margie often breathes with a short, nervous and cat. « 
inspiration, and she doubtless does not realize the evils in which i.'ili 
habit may result. When tlie luogs are thus used the outer cells r:r 
not tilled" with air. so that they gradually become clogged ami qu t o 
useless. The abdominal muscles should be used in breathing as w. 1 
as the chest muscles, the good result# of their activily being qui. \\-r 
visible; while the lungs are sure to l*e weakened by top or c?w>L- 
breathing. Mothers should remember that it is quite a# in-;'rt.»..t 
for their children, and especially their girls, to breathe properly ns 
to walk gracefully or speak correctly, and should teach them accord- 
ingly. 

Exercise ad.Is flesh to those who need it and removes superflii-ctN- 
avoirdupois caused hy inactivity; and it gives a general tone to tho 
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system which nothing else can produce. The enthusiastic young 
athlete who said in the first flush of her added health and rigor. 
“My lung-power is like an engine—I shall lire forerer!" only 
echoed the buoyancy of heart and mind caused by healthful activity. 
With perfect health we may all do well our part in life, eren though 
it be a lowly one ; but without it, every duty becomes a wearisome 
burden, and we come to riew the world as a place ‘ to die, not to 
live in." The truly healthy woman i> apt to praise the good qualities 
of her neighbors and overlook their faults; hut we may be sure tint 
she who judges every one uncharitably and who would speak 
unkindly of her dearest friend is a victim of some ever-present 
physical ill. 

But there is Bessie who ha* just "dropped hi for a cup of tea 
and who tells me of a most aggravating mishap w hich befel her a 
day or two ago. She wears her watch with one of the short fob- 
chains now «o fashionable, and as she was alighting from a car tlie 
watch and chuiu both slipped under her bodice and fell upon the 
pavement, with the result that her pretty timepiece was badly 
broken. Now there is a very sure and very easy way to prevent a 
recurrence of this accident, and the precaution is well worth the 
trouble involved. Sew a *pring-hook of medium size inside that 
hem of tlie bodice in which the button-holes an- marie or on which 
(ho eyes arc sowed. When the watch is to be returned to it* place 
within tlie bodice, the ring is " snapped" into the hook, which holds it 
•ecurely and renders it impossible for the watch to slip either up or 
down. These hooks are very convenient, also, when the bodice is 
in surplice style or is dosed on the shoulder and under tlie arm. so 
that there is not tlie customary opening into which the watch may 
be thrust. In such a case the hook may be sewed to the band of 
the skirt under the bodice, and the watch uiay be suspended from it 
in perfect security. The leather watch-bracelet is certainly to be 
rucomuieudcd on tlie score of convenience when one is shopping or 


travelling, for it is out of the way, is easily referred to and cannot 
very well be dropped or lost 

Is there anything to increase the growth of the eyebrows? Yes, 
camphorated oil is said to be efficacious for this purpose, but it must 
be applied with great care only upon the arch of the brow, for if 
hair is induced to grow too plentifully near the bridge of the nose, 
the effect is positively disfiguring. It is a good plan to stroke the 
eye brows frequently, moving the hand always toward the temples. 
The Spanish women, who are noted for the beauty of their eye¬ 
brows and eyelashes bathe their eyes and brows in warm water and 
gently stroke but never rub tin* brows. The Spanish chemists also 
prepare lotions and oils especially for promoting the growth of the 
la-hes and eyebrows. 

Would I 'advise trimming tin* eyelashes? Well, if very skilfully 
done, it will undoubtedly increase their length; but the d&intioitand 
sharpest of scissors must lie used, and only the smallest possible por¬ 
tion of the hair clipped off at a time. This operation, of course, 
reunire* the nicest delicacy of touch, and no one should attempt it 
utile'* certain they possess the needful skill. In bathing the eyes 
always stroke them towards the nose; rubbing them in the oppo¬ 
site direction will weaken and frequently rupture the tear-duct, so 
that the overflow from the lubricating fluid will not run into the 


a- it should, but will pas* out upon the faoe, causing a 
weakness that is verv unbecoming and quite difficult to remedy. 

During these glorious October days spend as much time as possi¬ 
ble, my dears, in the open air, for nothing is more beneficial to the 
general health than a sun-bath, provided the rays are not loo hot. 
When theauo chines upon tlie back in walking, forget your scrupu¬ 
lous regard for your complexion and let the generous light bathe 
the ‘boulders, back and head, that it may, if possible, destroy any 
lurking seeds of lung trouble and may bestow* some of its sheen and 
brightness upon your pretty tresse*. K. 8. W. 
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The affectionate but wholly unpractical wife, as well as the 
foolishly sentimental and romantic one who dissociate* usefulness 
from the dir in cut of human affections, invariably ptoves a millstone 
about the neck of any man who has his way to make in the world; 
and while her shiftlossness is not quite so humiliating, |icrha|>*. as 
the pride of ignorance, it nevertheless i* very trying to her husband's 
patience and is sometimes fatal to his love and respect. Affection 
and good sense thrive admirably together, but love and usdunoeM 
soon fall asunder, unless the latter be caused by misfortune. 

She who has a practical mind or who acquire* a practical method 
of conducting her own |>eculiar department in the matrimonial 
partnership, not only retains all the love that a sensible man gave 
her before marriage, but gains from him a stronger and deeper 
regard with every year of their wedded life. 8be compels herself 
to understand clearly what her husband can afford to devote to each 
branch of the household expenditure. Take, for example, the item 
of table supplies. If he has not iuforraed her what sum per month 
he deems a proper allowance for this purpose, she asks him and 
insists on an explicit reply; and upon this basis she calculates how 
much should be expended each day for supplies, avoiding with equal 
skill and resolution detrimental extravagance and belittling parsi¬ 
mony. How to maintain a happy mean is her conscientious study. 
If her expenses aru larger lo-uay than tbev were yesterday, she 
makes them a little less to-morrow, her skilful combination of 
luxuries and simple, inexpensive dishes being so deftly managed that 
no one at table, save the housekeeper herself, is able to detect a dif¬ 
ference in the fare from day to day. That there are and must be 
variations in the outlay for tab!* supplies she who comprubeuds the 
value of variety in the human economy distinctly realizes and pro¬ 
vides for accordingly. But if a wife is lacking iu tonscientiousne** 
and given to certain vanities into which her husband's tastes and 
sympathies do not enter, she can easily become a deceitful house¬ 
keeper. She may, by practising tlie arts of cookery, please the 
appetite of her husband by preparing a variety of made dishes, the 
real quality of which he Icarus only when, his health or strength 
having broken dow*n. his physician decides that he has been insuffic¬ 
iently nourished and orders an immediate change of diet. Of 
-course, the",- is not so much likelihood of the wife being similarly 
affected, becauso her occupation* do not, as a rule, cause so great or 
ho constant a drain upon the vitality as does the daily avocation of 
her husband. 

Sometimes a woman is economical for thrift’s sake and develops a 


passion for hoarding beyond all reason or discretion, until she 
become* positively |M»nuriou* and decrease, in her eagerness to save, 
the proper u.w-nance of the man whose labors suatain her, checking 
any doubt which may arise in her mind regarding the judiciousness 
of her course by tlie reflection that her motive i* good. An over¬ 
weening desire to become rich destroys too much that makes life 
worth the living. The woman who saves money by serving upon 
tlie family board food that is inferior in quality, unsubstantial in 
character or insufficient in quantity is slowly but surely attacking 
and weakening tlie household prosperity at it* source; while she 
who is improvident and foolishly pun-hakes those supplies which are 
costly but of poor quality, because out of season, does her family an 
even greater injury, since sh< thus increases the already heavy burden 
upon her husband 1 .* earning energies without giving him in return 
sufficient aliment to meet the additional demand which her own 
extravagance makes upon his mental or muscular powers. 

There is only one method by which the inexperienced wife may 
become a perfect housekeeper. Haring carefully furnished and 
equipped her home as advised in the preceding paper, she must con¬ 
tinue the work of sensible and judicious economy by studying every 
need of her little establishment and governing her outlay so that, 
while all wants shall be supplied, there shall l*c no waste or unnecessary 
expense. She learns which cuts of meat an- best suited to the size of 
her family and also at which shop* she ran secure the best quality 
of meat a't the regular market rates. There are, of course, meats to 
be had at lower prices, but they an- generally so far inferior in nour¬ 
ishing qualities that they are really more expensive in the end than 
the better grades. She also discovers that many butchers and market- 
men do not trim away tlie useless part* of a cut before weighing it, 
unless specially reminded to do so by the purchaser; and there arc 
quite as many who offer meat of inferior grade to those of their 
customer* who are not sufficiently experienced to distinguish the 
difference, deeming that they do no wrong in thus deceiving persons 
who seem totally indifferent to the quality of their purchases so long 
a* they obtain (he desired quantity. Such ignorance on the part of 
a housekeeper, involving, as it d'oe*. serious consequences to the 
family well-being, is Dot easily forgiven by the husband who lias 
furnished the means to procure an abundant supply of proper food, 
and who is tbe more likely to feel indignant when he reflects that 
his wife's lack of knowledge is wholly inexcusable, since intelligence 
is to be bad for the asking. 

When the young housekeeper goes u> market if she is not 
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acquainted with the exact appearance of the various cuts and is 
uninformed as to the usual methods of selecting go«»d meat, her best 
plan will be to write down what the botcher tells her and then see 
if the purchase agrees with his commendation. She should also 
learn the names of the different pieces and ascertain which portion 
of the animal they were taken from, making notes of the information 
thus acquired if her memory is untrustworthy. 

There are numerous cook-books which explain matters of this 
kind by means of diagrams, and some of them are of great assist¬ 
ance to" the beginner; but, of course, practical experience is for many 
reasons to be preferred to the theoretical instruction of books. 
Speaking of works that will be found particularly useful to the 
woman whose education *>' a housekeeper his just begun, one that 
can be highly recommended is The Pattern Cook-Book, written by 
one of the most practical and widely experienced of housewives, 
and bearing our own imprint. But, indeed, no work on housewifery 
should be discredited, for all contain something of value for the 
woman who has had few opportunities to study the best methods of 
catering and who cannot afford to lavish large sums in ill-directed 
purchases and experiment* in cookery. 

If the young matron would only set aside in advance enough 
money for a month's marketing or even for a week's, and would then 
pay for everything as she purchased it, thus avoiding a running 
account, oonscienoele*a dealers would have less opportunity to im- 

t upon her inconsiderate or ignorant venturesomeness. Vender* 
v that, when the purchaser intends to make immediate payment 
for all the goods she buys, she may do her marketing as readily and 
conveniently at one shop as at another; thev are. therefore, more 
anxious to please and loss likely to lake advantage of ignorance 
which is certain to be found out sooner or later and will as surely 
cause the person thus deceived to transfer her custom to some more 
ho not deal or. It i* much latter, if they deal fairly with you, to |*tron- 
ise the same tradesmen continuously, because they will be more apt to 
deal carefully with steady customers whose trade they w Uh to keep. 
Not that all dealers or even a majority of them would take advantage 
of inexperience for their own momentary gain; but it is undoubt¬ 
edly the case that there arc many who would not hesitate to swell 
their profits excessively at the expense of uninstructed or eare!.*«« 
purchasers, and for this reason it is well to use proper care and cir- 
eumijiectioti in making all purchases. 

A credit book is a dangerous possession in the hands of a ►an¬ 
guine, unbu»mc**-like woman, and it often prove* a sore tribulation 
to the husband who blindly entrusts the business of purveying for the 
household to his incompetent wife. It is a good idea for the young 
housewife to set down all her daily expenditures in a book of her 
own; and while the first page may provo a warning and the second 
u rebuke, she will find as time posses that this record, if faithfully 
kepi, will serve as a wholesome check upon extravagance and will 
teach hor very quickly how useful common sense and discretion are 
in the management of her department. Account books have dis¬ 
turbed the peace of many n good little » ife, because total- seem so 
much more appalling to her unformed mind than the same sura* 
when divided up among the number of day* for which they are 
required. It is also an excellent plan to write down a series of 
menus suited to the season, to the individual appetites of the family 
and to tho amount of money allotted for the purchase of edibles, and 
then vary the fare from day to day and from week to week by form¬ 
ing different combinations of meats, soups and desserts. 

Mr.27 housekeepers believe that fresh roast or boiled meat is an 
essential part of every dinner, especially where hearty men are at 
table; but this is » mistake, a- an experiment will prove. Many 
men may at first, solely from force of habit or from some inherited 
notion or prejudice, think that they like the roast best and that they 
need it; but if pleasing and well made dishes prepared from yester¬ 
day’s roust beef or boiled mutton are set before them, they will 
quickly show that the change is wholly acceptable. Then, too. if a 
roast is neatly carved at its first appearance and afterward* carefully 
re-trimmed, it may be served cold the next day with satisfactory 
results, provided it be accompanied by an abundance of attractively 
prepared vegetables. 

Plain boiled potatoes should never be served with cold meat; 
baked potatoes that have been left in the oveu until exactly done 
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and then squeezed in the hand to break the skins, are much liked 
with viands that are to be eaten cold. Macaroni and spagheti and 
savory rice are also particularly appropriate at a meal of this kind. 
If the masculine head of the house habitually carves, he may not 
object to cutting and serving cold meats but the chances arc that he 
will more readily perceive their excellence if they are sent to table 
already properly sliced and neatly arranged upon a pretty platter 
with a few sprigs of parsley or cress "strewn over them and a 
silver fork laid invitingly across the whole. All the rough pieces 
and ragged edges should, of course, be cut away when the meat is 
sliced and saved for ragout*, stews or soups. 

The wise and thrifty housekeeper who is an abundant but discreet 
provider will see that sufficient meal is properly cut from a roast for 
whomsoever is to partake of it at a later table. This habit relieves 
her mind of any anxiety lest the meat, should be roughly treated by 
an inconsiderate or unskilful carver and thus spoilt, at least iu 
appearance, for another day'* dinner. If one has a refrigerator, it is 
good policy not to send a oold roast to table until at least the second 
day after it has been served hot. this postponement affording oppor¬ 
tunity for judicious variety in the dinner menus. During cold 
weather this plan is always practicable, and in very hot weather it 
is advisable to purchase in the first instance a< small a roast as can 
po-sibly be cooked to advantage, 

The woman who values the health of her family will avoid ail 
meat* on sultry days, provided tho bread-winner agrees with her 
news regarding both present comfort and future well-being. Of 
course, there arc many persons who prefer cold meat in tho hottest 
of weather, and who will not relinquish animal food, no matter how 
high the mercury rises. In this flaw meat may bo roasted early in 
the day. even while the breakfast is brine prepared; and when per¬ 
fectly cold it may be cut into dainty slices and served with crisp 
lettuce dressed only with salt, |K-pper, oil and vinegar—a Kronen 
dresdng that is appetizing, refreshing and nourishing. Olivo oil, 
when perfectly sw.-et, is always beneficial to those who require 
foods that easily assimilate, although many persons mistakenly 
believe it to be very heavy food. It is one of the most delicate of 
vegetable products, and is of itself extremely easy of digestion: 
but it may be over-s.*a*oned and thus b<?come injurious. As an 
economical fUjifricinenl to an inexpensive dinner, oIlvo oil is quite n*. 
valuable as it i* in tbe preparation of the most luxurious meal. After 
a bottle has been opened, it must always la- kept closely corked ami 
laid upon its side in the ice-box, or, at least, in a cool, dark place. 
To be lavish of oil is bad housekeeping, but to use it reasonably and 
preserve it carefully is a wi«c economy. 

In the purchase of meat there are many -mall methods of econ¬ 
omising. Thu- for a small family which requires a very little mast, 
the bent cut is from three and a-half to four and a-ltalf |>ouud* 
of the first end from tbe porterhouse steak. As a roast this cut is 
less expensive by one or two cents per pound than it is when pur¬ 
chased as a steak. After it i- trimmed and weighed, n-k the 
butcher to cut off a -lice and -end all home together; you lliu« have 
a ateak a- well as a roast, and have made a saving whieli, if fre¬ 
quently repeated, will amount to a very respectable sum in tho 
course of a year. In purchasing a leg of lamb or veal a like method 
may be followed to secure a roa-t and a cutlet at the same time and 
at a Ion rate than if both were bought separately. 

In the matter of vegetables, if the housewife is not fortunate 
enough to have a garden of her own to go to at will, she may 
purchase from tho cheapest venders only to find that, as a rule, their 
merchandise is inferior in quality or else is not ftttsb, having gen¬ 
erally been male fairly presentable by being placed over night in an 
ice-box or in tuba of cold water. The least expensive vegetables are 
seldom if ever good, and the same is almost invariably true of 
butcher's supplies. Therefore, the careful buyer often finds in the 
course of her marketing that the meat stall and vegetable and fruit 
stand* where the finest of goods are sold and correspondingly high 
prices an* demanded are really the cheapest This, however, is a 
matter which the housekeeper can only decide after some experience 
and much searching, for in no other way can she become an expert 
caterer for her family or a wL-e instructor for her servants; and in 
no other way can she keep her expenses down to a proper level and 
give her busland and children good and substantial food. 
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FITTING OUT THE FAAILV. 


The planning of the Winter wardrobe is always a serious mat¬ 
ter in our little household, but the seriousness of the occasion is 
Ur*' sly in term i rifled with delight, because after each of us girls 
passes her twelfth birthday she is allowed to have a voice in the 
selection of the colors and fabrics for h^r gowns, bate, eta 
Afamina says this experience teaches her daughters to become little 
women, and she does not believe it makes them vain, as 1 have 
heard some short-sighted mothers claim. 

There are four of us beside mamma to be provided for. 1 
am Eli%ul>cth, the oldest child, and was sixteen my Ia*l birthday; 
then com • Carrie, who *i$ twelve, Freddie, nine, and Annie, A4 tlie 
fcabv,” who is seven years old. Mamma considers me quite a woman 
now and 1 i»ih looked to rne for some time for assistance in choosing 
and making the famiiv clothing; and so we plan everything together. 
There are vears in the experience of every household w*hen, even 
with the most careful forethought, the wardrobe of thy entire family 
seems to give out 44 all at once,’ like the Deacon's chaise; and so it 
was with us this year. We always try to arrange so that we will 
only have to make up two outer wrap* in a season; for as we do all 
our own sewing, the work has to be considered, to say nothing of 
the ex pen >e. This Autumn, however, it happened that every mem¬ 
ber of the family was in need of a top garment in addition to the 
regular Winter costumes. 

\W in\ uriubly cousidcr mamma first in our household, in the 


matter of apparel as well as in everything else; and so, 
began with licr outfit. Although she h.w* a daughte 
every one i hi tiles her much vounger than she really is. 
is so gentle and happy-loosing. She has pn*tt? bln 
brown hai and a rather slight but nicely rounded ligure 
difficult to choose for her, for she looks well dressed am 
the plain* t und least expensive of gowns. This year s] 
bate von little to commence with. There was her bro 
of last Winter, but it was impossible to disguise the hop< 


ill. we 


oi >ixt< 

\ 1*«* 


and a rattier slight but nicely rounded figure. It is never 
:Iiooso for her, for she looks well dressed and ladydike in 
und leant expensive of gowns. Tliii year she seemed to 
idle to commence with. There was her brown cashmere 
ter, but it was impossible to disguise the hopelessly worn- 

out bodice. So we decided to 
m sponge and freshen the skirt, put 

new braid oil the foundation af*d 
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plaits. To wear with tt 
winch really looked as 
jew, we I provided a »hirt-waist 
>f gray silk flannel showing fine 
^3486 ' dark-red stripes. 1W jiattern 
used in shaniug the waist was 
No. 3486, which costs It. 3d. or 
In oach front are arranged three tuck*, each of which in 
h red silk, and similar stitching is apnln d uikmi tin? cuffs 
nd across the yoke. The dosing is mule with red cro¬ 
ons, and a belt of the material decorated at its upper 
dgas with stitching draw* the fulness of the garment in 
at the waist-line. A waist of thin kind is sure to be 
able, for its color and texture are such that it will bar- 
li a great variety of skirts and over-skirts. 

.»ssy gown we chose dark-blue Henrietta doth. The 
>ldrt of cambric is faced with the material aero** the 

hack-breadth to a depth of four 
inches, and the gores are food 
to the belt. The drapery falls 
with apron effect to tin* foot ol 
the skirt in front, is opened at 
the sides to the belt, and hangs 
in straight breadths at the back. 
Kacb side of the frontedrapery 
and the adjacent edges of the 
back-drapery are handsomely 
trimmed with braid passeuien- 
3J98 teric. The pattern of this skirt 

is No. 3198, price Is* 6d. or 35 
cents. A pad is worn under the 
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lop of the back-breadth lo re¬ 
lieve the severe flatness of the 
drapery, and n twelve-inch reed 
is added, its sheath being placed 
across the breadth ten inches 
from the belt. The liodice was 
17 «>* 9 ' shaped by pattern No. 3497, 

price Is. 3d. or 30 cents. It is a 
very new and artistic mode and 
ma, zs we tell her. “ a decided presence." It has jacket 
reveal a dainty vest effect in soft blue Surau. The 


silk is arranged in plaits that start from the shoulder seams, and is 
wrapped across the liodice in semi-surplice style, the right surplice- 
front crossing to the left side and terminating at the waist-liue, 
where the fulness is gathered together in a horn buckle. Mamma 
could uot afford a silver buckle, and she despites sham jewelry aud 
ornaments; but the horn buckles are pretty and stylish, and they do 
not claim to be anything but what they really are. The one selected 
for this bodice is of a light shade that harmonizes exquisitely with 
the blue of the gown. The sleeves are full at the top and* close- 
fitting below the elbow. Passementerie matching that on the skirt 
is arranged on the jacket fronts and on the back of the bodice; the 
collar is similarly decorated; and the portion of the front ex|>osed 
between the surplice fronts is trimmed with perpendicular parallel 
lin.-s of the braid. To wear with this truly dainty toilette is a blue 
felt capote which we trimmed at home with blue ribbon, throe 
pretty blue tips arranged in front and a pouf of blue velvet, narrow 


velvet ties to ma 
undressed kid git 
wonderfully sty! 
well as during th< 
it entirely approj 

Mamma had a 


>ve* iro w* 


prated at home with blue ribbon, throe 
in front and a pouf of blue velvet, narrow 
g pinned closely under the chin. Black 
vorn, and the entire effect is lady-like and 
s toilette can be worn in the Spring as 
, fur the jacket fronts of the bodice render 
to wear ou the street without, a wrap. 

" ~ket last Autumn, and we decided she necd- 


ite ca 


For this purpose we chose 
light-weight black broad- 
dotti ami made it up by 
pattern No 3314, price 
lod. or *3*1 cents. Cloth 
of this kmd may now' be 
I(ought ver? cheap)v. arid 
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>ut i* canity affyu*u*d upon the 


bouglu verr clinplv, .nd 8514 35,4 UU MU 

it i* ju«t tli* |*ropet umU*- 
nal for xuch a cimnL 

The cape ha* a wlo»e-(jtting yoke, but t* enxily adjusted upon the 
ihouhicni. The cape section i> accordion-plnited, and the ii^ide of 
the yoke ik hn**d with rlld Ma**k ailk, while a piece of now *ilk was 
• the high collar. This capo was quickly made und will 
/ useful garment. 

had never before worn a long cloak, but she decided to 
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ii.visible hooks and cvo. n bow N 1*1 H * I I ll 

placed at the point of the yoke 3506 3506 

in from. This cloak, which com¬ 
pleted Uie outtit for**the little 

mother," is very protective, and while quite dressy and graceful in 
design, it is eminently well suiter! for wear during very cold or 
stormy weather. 

I. as the oldest of the children, received next attention. A pretty 
dark-gray cashmere that had seen much service laM year was with¬ 
out sleeves, and the bodice wa* otherwise so well worn that a waist 
was absolutely necessary in order to utilize the dress at all. We 
shaped the cashmere in .simple 
straight breadths, shirred them • 
three times at the top, and join- •*•» 

ed them to a belt To wear r l .lU i [kXj 
with this skirt a shirt-waist of j I r }i\ 

cherry-red cashmere was made 
by pattern No. 3487. which costs **5 V 3187 
Is. or 25 cent's This was very 1 04 C 7 
similar lo mamma's waist, but 
tiie stitching was done with 

gray silk; and as I am very slender, the waist was made long 
enough to fall iu sailor fashion over the skirt, instead of being belled 
in, a rubber band l>eing inserted to hold die fulness close to tho figure. 
For a new dress I had some time before decided upon an inex- 
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pensive mohair in a dainty shade of rdsdda. The skirt is plaited row of eight crochetted buttons set closely together decorates the 
and shows more fulness at "the back than at the front and side.', and inside seam of each. A row of similar buttons is placed on the center 
it reaches to a trifle below the shoe-tops; for you must know of the front, and another row flares to each shoulder seam, with 
mamma insists that a school-girl of sixteen should not wear her pretty effect. Long sash-lies of the plaid fabric are included in the 
dresses as long as a young lady of twenty, so rny dresses are still under-arm seams and tied m a large bow at the back. This dress was 
short The waist has something of a guitnpe effect The back made by pattern No. 3525, which costs Is. 3d. or 30 cents, 
is laid in three plaits at each side of the center, and the bodice is cut For a lop garment mamma decided that nothing would be so ser- 
OUt to give a low effect Above the low-necked portious is a yoke rieeable as a long coat that would 
of green Surah that is gathered full to the ucck. The left low-necked be suitable for school wear while 

portion in front is plain, and that pretty enough for church and 

at the right is laid in plait* at other dressy occasions. To make f i | / V 

■h.a.ouWer^d.mi^.jaun. »_of tta .ivle p.;u-n. No. I « f I 


' / '(J secured beneath a rosette of the velopmeot we chose light-weight f J J il«\ 

llw nH The full sleeves are gath- cloaking showing a .lark-brown ft.... I IIUB 

| i B Mh ered at the bottom to cuff facings check. A lining similar to the |K| I f IttM 

f J 11 B llln f>f Surah, and a collar to match one in my jacket was lacked if | I ! IIH 

Mil 1 [1 n |wj\ u •* fterh Tt.» cobIuum , m»4# li-- garment, aod ff I V |IM 

ill' ■ \\ M 1\ which is wonderfully becoming an adjustable cape was secured 

If III I MM < ‘ 1 " 1 a l’P ro pri»le, »».• fashioned under the turu-down collar. The 

™S-jL !" UIUII' by pattern No. 3502. which coats ouly decoration on this coat was 

3502 3502 Is. 6d. or 35 cents; and with it contributed by machine-stitching done with dark-brown silk upon 

1 w ear my first black hat—a the sleeves, rape, collar aud pocket-laps. To wear with the coat is 
broad-brimmed fell trimmed a brown felt hat trimmed with a large bow of ribbon in two shade* 
with a large bow of mixed black and green riblion. and two greeu 
plumes the exact shade of the dress. Tan-colored undressed kid 
gloves or good quality (since they are to do service all Winter) com¬ 
plete ft very attractive toilette. 

A jacket of black diagonal cloth was next determined up 

which we used jialtern N. 

{•rice Is. or 25 cents. Tb 
Cfc tSP is. of course, rather 


Freddie is exceptionally proficient in wearing out bis 
jackets and trou.-er* at the elbows and knees, but then the little 
rogue gains health from his rough outdoor games, aud mamma says 
health is better than everything ‘ 
else. This year hU suit is of 
gbt gray-and-blak cheviot. The //iTYfJ'A 

we pukel was cut by pattern No. 
n a 2571), price 10.1. or 20 cents. In 

tin, each Iron! j*i-.t back ol the clos- liiLiL** fsElotfi 
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3191 


3491 


decorated at the top of the hem with a row of feather-stitching done 
with twist the color of the material. The dress waist, which is. of 
course, properly lined, shows a coat or zouave effect in from; the 

top under the jacket fronts is of 
velvet, and to this is attached a 
puffing of the cashmere that is 
gathered at the lower edge under 
a pointed girdle of velvet. The 
back is plain and is shaped at the 
bottom in square tabs which fall 
gracefully over the skirt. Nar¬ 
row white braid flatly applied 
outlines the collar, girdle, jacket 
fronts and labs. The sleeves are 
full, and the velvet cuffs to which 
they are gathered are trimmed 
with braid. The pattern jised for this pretty costume was No. 34!M, 
which coats Is. 3d. or 30 cents. 

Then the little woman hod to have some dainty aprons for the 
school-room, and these we cut from barred muslin by a very 

becoming pattern—No 3500, 
price lOd. or 20 cent*. They are 
square at the neck and made up 
without sleeves, and large sash- 
ties of the material are «cwed 
into the side seam* and lied in a 
large bow at the Ixack. The trim¬ 
ming, which may lx* applied in 
, consists of tine 




any prettv design 
torchon face for 


for some and 


3500 


3500 


fastened to the lining so that the upper part fails over it iu a scanty 
puff. The tucks are decorated vith fancy stitching, which also 
holds them firmly in place. The sleeves are made of the 
cut bias, and are gathered to 


plaid goods 




3509 


3509 


broidery for others, the effect 
being pretty and stylish enough 
. for any occasion. 

Since plaids are so popular just now, mamma divided that Annie's 
l>cst dress should bo of n handsome tartan in a rmoaraon shade of 
brown that agrees admirably with her brunette style; and pattern 
No. 3500. which costs Is. or 25 cents, was selected for the shaping. 
The full skirt is gathered equally in front and at the hack and is 
sewed to the waist, which is fashioned with guunpe effect. Six 
forward-turning tucks are laid in each side of the front, and in ea«-h 
hack are made six similar tucks that turn toward the hemmed 
back edge. A shirring is made some distance from the top to 
give tbo waist a yoke etl'cct both back and front, the ahirrmg being 


rather deep cuffs, which, like the 
collar, are outlined with fancy 
stitching done with brown silk- 
twist Over the joining of the 
skirt and waist is arranged a 
broad ribbon .sash which is tied 
in graceful loops and ends at 
the back. 

Then we made her a pretty 
and very seasonable cloak of 
dark mixed cheviot, cutting it 
by pattern No. 3508, which costa 

Is. 3d. or 30 cents. It has a permanent, quilted lining that reaches 
to the *kirt portion, which it joint The skirt portion shows four 
plaits at the back and three in each front and is joined to a rather 
snugly fitted body, over which is arranged a pretty cape that is 
caught up and fastened on the left shoulder with two croebetted 
button*. The sleeves are dose- 
fitting, and a landing collar is 
at the neck. With this coat 
Annie wears a jaunty red fdt 
hat prettily tnintoed with large 
rosettes of narrow black velvet 
ribbon. 

Tims we are all fitted out with 

C :tv and comfortable dolhing 
another season ; and mamma 
says it is surprising how little all 
these garments cost considering 
their good quality and very styl¬ 
ish appearance. Wo all rnako it a rule to appear contented with our 
clothes, even if some years they are not quite as pretty as others: 
for mamma is always so cheerful and dcind that not one of us would 
grieve her by appearing diasatUficd or rebellious. And above all, if 
the colon* or fabrics we have chosen make up just tlio reverse of 
what we eXf«ctcd, we strive not to think of it or to feel dis¬ 
appointed: for you know nothing is harder than to wear a dress or 
hat after one has taken a dislike to iu Hut for nil that, wo girls are 
genuine daughters of Eve and wetowa now dress. Don't you? 
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WinDoW gardening. 


An attractive room is made doubly charming by the presence of 
n fow dainty flowers or ornamental plant*, while a window or two 
filled with thrifty foliage, with here and there a bright-hoed blossom, 
will transform a dingy apartment into a most pleasant abiding-place. 
A vino clambering about a window caring and spreading its bright 
leav«w to the sun is a cheerful companion when oae is compelled by 
invalidism or inclement weather to remain indoors; and the “cark 
and care " of unsympathetic daily toil is materially lessened by the 
gentle influence of growing plants. 

• Somebody has said that plant culture in the house i* an evidence 
of refinement; and it Is a proof of intelligence and of the instinct of 
self-preservation as well It is unsafe to live m bouses where 
vegetation dwindles and dies. Of course, this does not apply to 
plants thnt. are treated with neglect or rooted in earth that is too 
wet or otherwise unsuited to tbeir needs, but to those which have 
boon properly planted in wholesome soil and arc not eaten by 
insects upon their foliage or at their roots. 

There are few of us who really love these silent ministers to the 
soul and who hunger for their beautiful companionship, but eao. with 
a little care and some patience, raise from the seed or slips a plentiful 
supply of flowers, ferns and vines. If one has window-gardening 
in view when seeds, roots or cuttings are planted outdoors in the 
Spring, those varieties of flowers and shrubs should be selected which 
are most suitable for the purpose; and after the plants have been 
well rooted they must be liftc-d in time to allow of a perfect acclima¬ 
tion of the roots to their new conditions while they are still able 
to live safely in the open air of Autumn. Each plant require* soil 
suited to its own particular nourishment, and also an exposure that 
will be friendly to it in its new and circumscribed relations to life. 
Potted plants must 'ie placed under shelter early enough to avoid all 
danger from frost; ami they should be handled with the greatest 
care, that their tender roots may be disturbed as little a* possible. 


If all one'* windows face to the north or are continually shaded, 
palms may be raised successfully, since roost varieties of this tree 
will thrive nicely without o.o; and moreover ordinary changes of 
temperature will make no difference so long as the air is not allowed 
to become too hot and dry, or freoziug cold. In n natural state 
palms are so sheltered by surrounding vegatation that they stretch 
upward to catch the sun upon their foliage, which, however, they 
seldom suco-ed in doing, tall palm* being in the minority in 
Southern countries. If they must be placed where the sun will 
reach them, their root* may be protected by mosses; or the pot 
mar be set iu an ornamental jar that is so much deeper that its top 
will shade the earth in the pot. If none but very rich loam is at 
hand, mix it with an equal quantity of sand, a soil of this kind being 
best suited to tlie requirements of the palm. When growing iu their 
natural slate palm leaves are kept free from dust by wind and ruin; 
therefore, when reared in the house, they should be frequently 
dusted and now and then gently sponged with tepid water. 

She who cannot «pere her sunny windows or who is burdened 
with so many exacting cares that she can devote no regular time to 
caring for flowers or plants, can do no better than arrange a fernery. 
First of all, period ferns of sturdy growth should be selected iu the 
woods and carefully lifted with a* much earth about their roots as 
can be made to ding to them. This should be done iu the latter part 
of September in the northern sections of the United States and in 
October where the dimatc is milder. The ordiua y flower-pots 
used by the florists are best for the purpose, because they are porous 
and may be easily drained. Of course, these brown pots may be set 
in larger and more ornamental ones or in jardinieres, but the best 
fern* are produced when the common flower-pot is used alone. 
Cover the bottom of each pot with pieces of charcoal an inch or more 
in diameter; this will serve the double purpose of drainage and of 
purification, and it has been found the best bottom for earth of any 
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quality in which ferns or any other potted plants are grown. Prat, 
or leaf mould well decayed by time is best suited to the raising of 
ferns, as it is in soil of this kind that they grow most vigorously in 
the woods and along shady fences and hedgerows. This earth can¬ 
not be sifted, but it should be carefully looked over to make sure it 
contains no worms to prey upon the roots of the plants. Having 
covered the charcoal with mould to a depth of two inches or more, 
according to the size of the pot, place the fern carefully in position, 
pack line earth not too closely about the roots, and set the tern in a 
sheltered and shady place. 'Vet it at once and again each night 
with a sprinkler until it looks strong and healthy. 

All kinds of ferns are likely to droop more or less at first, but they 
will quickly recover if properly treated. All foliage that dries o'r 
turns russet should be carefully clipped away, as this improves the 
health of the plant. When frosty weather arrives, the pots should be 
set in the house over night and covered with something that will not 
break the graceful foliage; and when, at the coming of really cold 
weather, the plants are arranged permanently in their Winter'quar- 
ters, fresh air from the outside should be let in upon them whenever 
the temperature will permit. In the Iioum* ferns should be watered 
every other day. If several small pots of young maiden-hair fern 
are set in a cool, unused room and kept properly sprinkled and 
vigorously pruned, they may be brought forth one by one as needed 
to servo as table ornaments, and will thus continue to beautify the 
board all Winter. In the warmth of the dining-room they will not 
preserve their perfect grace and freshnew for more than a month or 
six weeks; hence the wisdom of keeping others in reserve. An 
ordinary earthenware pot may be nut inside a larger one that is more 
ornamental for the table; or the pot may b.- placed upon a plate, 
and the earth covered with Hat moss and'the aides of the pot with 
hanging moss tastefully arranged. 

In the same sunless window in which ferns thrive English ivy will 
grow to perfection. A pot of ivy placed upon a bracket just above 
the floor on each side of a window will soon form a dark, lustrous 
garland, the beauty of which will be largely increased by tenderly 
washing the loaves now and then with tepid water and a toft clotll 
This vino should be lifted and potted about the first of October and 
then set into the earth in a warm, ahady place until the weather is 
almost cold; it should then be removed to the house for the Winter 
and should In? given as much froth air as the outside temperature 
will permit. Ivy and ferns require the same conditions, except that 
tbo former likes a garden earth enriched with stable compost, while 
the latter need a more sandy aoiL 

Italian ivy is a beautiful growth and when potted should be placed 
near the o.-ibn : '■» that its graceful foliage may droop ornamentally 
over a cabinet, vaso or door casing. Both Italian ai.d English ivy 
are especially suitable for a hall decoration, as Cher require no sun¬ 
shine and very little light; and either will grow equally well as a 
bUmbvr or when allowed to droop and fall as it will. 

Clematis has been considered by many too wild to endure the 
taming influence of cultivation, but it has of late been reared with 
perfect success iu the house, where it needs plenty of sunlight. 
There are many varieties of this vine, and all require a good soil and 
thrive best about or in an eastern window. The species known a* 
the “ Virgioienue,” showing beautiful white blossoms, is to be pre¬ 
ferred for the house. 

A* rapid climber that is very rich both in bloom and foliage is 
known M Cobra Scanlent. this vine, which has just U-en intro¬ 
duced from Mexico, is an annual and is generally raised from the 
seed, although it may be propagated by cutting*. The seeds are 
flat and arc set in the earth Sidewise, and as they require a long time 
to start, they should be planted for Winter use early in October, two 
or three seeds being allowed to each pot. The ground must be kept 
moist but not too wet. 

Japanese climbing ferns are mast graceful bouse plants, thriving 
equally well with or without sunlight. They may be induced by 
means of a cord to daiuber over picture-frames, easels, cornices or. 
indeed, any article or place that will admit of a decoration of their 
soft foliage. 

Among plants suitable for windows that face toward the South, 
roses are, perhaps, the most popular. “d yet few growths are so 
unsatisfactory in the house. These dainty beau tie* like a moist air 
when they cannot grow in the open garden, and “uch an atmosphere 
is seldom attainable, even if it “ere desirable, in a living room. 
Roses require an abundance of sun and should be planted in good- 
sized pots containing a layer of charcoal for under-drainage, and a 
soil consisting of three parts decomposed sod and one part com poet 
from a cow stable. If the earth is too rich, the r*"*ult will be an 
excess of foliage with very few blossoms. Rose cuttings, well 
started under glass, are, as a' rule, greatly to be preferred to rooted 
plants for house culture. The best varieties for indoor cultivation 
are "Noisette.” “Bourbon,” *\Hybrid Tes." “Bengal"and “Sunset" 
When roses first begin to grow in the house, their tender sprays 
should be pinched off several times at the top to make the stems 
vigorous. Roses should be potted in October, left in the open air 


until the weather is chilly, and then set in the house where they can 
be given a plentiful allowance of outride air every day when it is 
not too frosty. 

Geraniums, whether chosen for their fragrant foliage or for their 
blossoms, should not be too large when potted in October for the 
Winter window-garden; and for this reason the amateur florist will 
have started them from slips some time in August They require a 
good, sandy loam, and pot* or window-boxes in which they are 
planted should have abundant means of drainage. 

Mignonette may be dipped and pruned into the shape of little 
trees that will blossom plentifully all Winter. 

Carnations and other aromatic pinks grow well in the house, if 
cared for properly. They may be raised for Winter blooming from 
seeds, slips or parted roots sowed or set in sifted garden loam early 
in July. They require moderate moisture, plenty of sunshine und 
pure, moderately heated air. 

Begonias are charming for both window and table decoration, 
their brilliant foliage being almost as attractive as their blossoms; 
They will flourish vigorously in a sunny window and should bo lifted 
from the gardeu or slipped as early as the middle of August and 
placed in a sunuy exposure until the nights are frosty, when they 
may be removed to the shelter of a |»orch nr verandah, there to 
remain until the coming of still colder weather renders more effective 
protection necessary. Begonia* grow very readily from cuttings. 
A jointed part should be thrust into moist, light soil and covered with 
a tumbler until it has started to grow, when the glass should be 
lifted by placing some small object under iu edge; and after a few 
days the glass may be removed altogether. This plan is approved 
for starting all sort* of cuttings. 

Hanging basket* may I** filled from the garden about the middle 
of October. A basket made of wire and lined with moss is to be pre¬ 
ferred, because it nu»y be most easily refreshed. If it i«* suspended 
by wires, these will serve for the training of Japanese fern, German 
or English ivy or some other creeping plant. Dracaenas, lobelias, 
rex begonias, nasturtiums, ioc-plants and creeping myrtle will grow 
well iu baskets, and so will tiny fern*. All these plant* may be 
placed in the same basket, and they do not require an excess of 
moisture, although if they are given too much water by any chance, 
the wire basket allow s it to escape without draining the roots. If 
the basket becomes very dry, it may be dipped in a tub of tepid 
water and thoroughly refreshed. Of course, all foliage is improved 
by a plentiful apraying. * 

A handsome screen for the lower half of a window may be easily 
arranged. Procure a box of the proper length and depth, bore a 
number of boles in the bottom ami cover the latter well with coaiw 
pieces of charcoal. Fasten in the box an upright wire screen having 
meshes four inches or more in breadth, ami train German or English 
ivy evenlv over the wires. 

If window plants become very large, they may need to be shifted 
to larger pots before Spring. To ascertain whether this is necessary, 
turn the pot over upon the band, when, if il is overcrowded with 
roots, it may be readily lifted off. 

Persons having tl»e care of window plants almost invariably water 
them too copiously or too frequently. A thorough watering every 
oilier day is to be preferred to a lew lavish wetting every day. 

The ordinary enemies to plants reared in the house are the meal 
bug and red spider and the little green fly generally known as the 
apui§; and borides, if the Boil is not carefully examined or sifted 
before being used, it will be very likely to contain worms that are 
very injurious to the roots of many plant*. Tobacco smoke will kill 
the aphis, and so will tobacco tea or snufl* sprayed or sprinkled over 
the leaves. Tiie«e applications do not leave an odor that harmonizes 
well with the scent of the blossoms, and vet tobacco is one of the 
latest and strongest of window plant*. It is also stated on good 
authority that water at a temperature of 130° (tested by a ther¬ 
mometer) will destroy aphides without inj uring the most sensitive 
foliage. The water should be plac'd in u tub, and when it is at 
exactly the proper temperature, the plant may be dipped into it and 
instantly removed, a momentary bath being sufficient to relievo it of 
its tormentors. 

For the extermination of meal worms more time and patience are 
required. These creatures are like specks of white or brown cotton 
and may be removed one by one with a stiff hair pencil, after which 
the plant should be gently and carefully sponged and then thorougly 
syringed with tepid water. 

To banish the red spider from the under side of the leaves, where 
he commits bis depredations, lay the plant upon its side and syringe 
it smartly. It is well to do this in some place considerably removed 
from the spot in which the plant is usually located, so that the spiders 
may not easily find their way back should they survive the drench¬ 
ing. As soon as a leaf on a house plant begins to turn yellow or 
brown at its tip. it should be cut away at the base of its stem with a 
sharp koife or scissors. 

The foregoing hints convey but a limited idea of tin* possibilities 
and plearing compensation of window gardening. 
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purchase n ntt i m liiu 

DIRfcCT FROM THE ■ ANUFACTOBEB, 


Endorsed and commended by best known 
Physicians of the country. ••Turo-fold 
throughout, thereby creating an inter-air 
tpaee, ,r t rhleh afford* complete protection 
front drought* or tudden chills, warmer, 
softer, with no irritation to the skin, mere 
elastic, better fitting and with less weight 
than single fabric underwear. Manufac¬ 
tured from finest selected and hand-sorted 
Australian I.amb's Wool. Adapted for t*v«ir 
to Men, J odies and Children, and surpassing 
in protection to the person—comfort and 
pleasure to the wearer—any roods heretofore 
offered to the public. Sold by leading mer¬ 
chants in all principal cities. Illustrated 
catalogue mailed free on application to 
HARDERFOLD FABRIC CO .THOV. N v. 


Pdteqfid 


i Hygierjic. 

UrideiWear. 


. .-.All P»t-T« 

tool, prrfert and Utrat "trie*. 

«Ort. 401 . 410 Arrh RU. 
1‘hihidclphln. fa. 


to M. M. KAYKKK A CO. 


BUTTON-HOLES. 

m rnifliH attachment 


(Simple ol Wurk ) 

H Makes the Eyelet-End. 

Ku» any double thread Sewing Machine. Can be 
ly operated by anyone. Work, on any material. 
,t by etpre* on receipt of price. IWrrptlve 
lart and aamples free. 

Eyelet Button-Hole A ttachment Co. 

Lincoln Bldg.. I Union Square, hen York. 
(Mcat>oa thu paper.) 





















We cnl and make every cloak lo onkr, ifau. inborn* a perfect 
filling and beautifully ttmabed eanncnt We pay dl rx^ 
chargee at oor own rxpeiwc. 

We*ll Myllah Jackets, •>•50; ihoee new Ikree* 
quarter Jackets, $4.SU| elegant Hater- or .New 
marked, $ft.35; Pluah Capes, $ti.*3; ialrakban 
('ape-, 9 J.tS'i } Flush Jacked, $13.95; Flush 
Marque-, $10.50 { .niaaea* NtwmirkeU, $4.15} 
Children's Cloake. $3.95; Fur tape*. $4.75. 
Abo many other atyka and hie her qoalliin op to ibr dneat and 


FORTY SAMPLES 


———-1 Scotch Plaid* ; alao Kniliah Seal PI 

tho moat dmlrablo Imported and Doaeatlc material. We hare a -pertsl It- 
of light-weight and mediumweight good- for tbo-r who partiealarty wi*h 
atyle you de-lra from cur catalogue, ami -• will man*- It b> o * * 

We alao -all cloth and plu.h by the yard to ljulire »h» 
t*T A- to our raaponaihlUty »e refer The 
Publisher* of the Iikuskaton 


and Tradar»’ Bank. New York, 
mmtlon the InumTua when 


GIVE RELIEF INSTANTLY 


CURC QUICKLY ACID STOMACH. 0Y8PCR- 
81 A, HEADACHE. INOIGCSTION. HEART* 
BURN. TORRID LIVER. 

Ttf U»m *D4 i* mmafH.ail If »m»i foatl •tastl? u r*p- 

retell W-t. *r If U#t • « tttf mi fur? l« •*•»? r«af«~t tfi* »*<« e p*M 
Fill 1« rwfiMwil. fThal t«%l\ M fblrwr I 

tllrwplly with I ha /*i*$ •.!»•», Th« •*Pn( 

••e ur-ly |«rh-.|.|«ar y-»» d. la any bMr»•• • 

SO rtA. prr bottle, or $li t»»Cllr« for M/iO. 

W. t.VbiMvir r^nvwnlwot. pU— an. rw»i liable | y 

P««Ul Ncltor Miimt Fiyr* •• OM#r 

Vklwabl* trenlUr Millet b##. 

Mall oN.fl «* W W.TKK 1$. DAVa 
Box X>. 23 Woit 12 th St. N«» York City. 


THE DELINEATOR. 


Would You Like lo Dress Stylishly? 


THE NATIONAL CLOAK CO., 21 Wooster Street, New York. 


Persona inquiring ubout or 'end¬ 
ing for good* ndvertiecd in thi* meg- 
azine will confer n favor by stating. in 
their correapomlenee with the advertiser, 
that they saw the advertisement 
Delineator. 


rRADE 


MARK 


Answers to Correspondents, 
{Continued). 

Intercourse, Pn. :— The hair is wave -1 and 
then arranged in n French twist, and the hang 
i* softly curled. 

Mary 11.:—The linen may be purchased iu 
the desired widths from any dry goods dealer. 
We do not give prices in this column. 

Zolkosk F.After bathing the face well in 
hot water, nib the skin with alcohol refined for 
toilet purpiwe*. " 1 thank you lor vour kind 
invitation to the lecture, but a previous engage- 
oblige* me to forego the pleasure of ac¬ 
cepting.*’ It is not necessary to invite your es¬ 
cort to enter the house after your return from 
an entertainment 

Mrs. H. K. Travers:—M ake tho cloak of 
navy-blue lady s-cloth by pattern No. 3420, price 
1 *. 6 d. or 35 cents. A pretty dress pattern for 
evening wear is No. 3454, price 1 *. 3d. or 30 
cents. Make the little boy's costume by pattern 
No. 3478, price Is. or 25 cent*. A stylish com¬ 
bination for it is Scotch plaid suiting, white cash¬ 
mere, and lady’s-doth matching one of the col¬ 
ors in the plaid All the pattern* mentioned are 
illustrated iu the September llKLINKATOK. 

Sweet Biuar:—I t la not proper for girls of 
fifteen or younger to attend children’s [ortie* 
recocted bv boys of about the same age. There 
is great impropriety in playing " kissing gnmos.” 

Jennie 8 .:—Combine black Henrietta with 
the black gn.sgruin, and make it by costume 
No. 34*11*. which Is illusUVtoil iu till* 
sill© and cost* Is. 8*1. or 40 cent*. 


uiagu- 


DR. .JAEGER’S 

Sanitary Woollen System Co., 

827 and 829 Broadway. New York. 


BEAUTY. 

Wrlnklra, IllacklieaiU. Pun 

plea PracUea, PUlinfa, Mole- -mi Ku- 
iirrfluou* ll-ir permanently removed 
Fl-eh Increased or reduced. Cumpl'l 
Ion- l»atiUfli'<1. The form developed! 
ll-ir, Prow- and l-Mtn- colored and 
rmiorod Intere-Un* Hook. 4c.. with 
■ample Grenada I'owd-r, 10c. 

>1 hip. Velar.., 414 tVc-l 47 th 
Street, N««w York City. 


CORPULENCY. 

Tho injure* -n-inir from Corpuk'oay, Uxo mo-t corn- 
no.u of -hub i- Umbilical Hernia, to which all oor. 
•nx- are luld<\ may t«' a-ntl 


Theiu. sanitary irarm.nl> are poalllrely ju.n 
I U. **• all-wool of the floret qaalKr. They 
le under |»r. Jaecrr'* •u|»rUM'e. ami >»1 
lYmpanj and thrtr stub. Tired axrnt. OVI.V. 


NONE 

GENUINE 

WITHOUT 


Note our Trade Mark Closely: 

beware or IMITATIONS! 
FALL AND WINTER 


|»ulw)l icfaoBi irr luM«\ nuy niilin«]|iirnvnjtiHl fir 
i> U«tM I»y th* «$*»of oor of our Eiaptio A bdominnl 
Bolt* «* Umbilical Trust#*, by *bid) a tirm inippon 
IF ifltra lo Ibn <UlUinknb)ii»r U$f 

\tiu<r>Y;iur Vi* form aixl anovtlinir rornfo 


Umm» 
' tftty. 


ti ao<] iaI 


l8 .scirY*co 


r Claatlo Abdominal Belt©, uoulo U>lac« at the 

<ir to MKlueat lh; •l'l**----r,> rnimlly cniulnv into 
rai U-- l.y l»>Oi i-dire and svntlenien of full h-lilt. 


re! «• vIiik <•!her aUmeiil* to tli. eurpU. 
lem-r -111 d- more t.. ereyeut Hornln tl«»i. all e|.. will 
tnwar\l« a cure ror Tmrty Veara we have made the 
Mechanical T reat m ent o f Hernia or 

RUPTURE 


For HEN, W$9BN and* HILDKKV 


a Boeoialty 


■ jks tawaBd-AS! 


ivo, Id jh ihod 


atv ikMitlrrly |Uirt«- 
•rr 

by 

ONLY 


dFwrrlpci^ and UloMted 


f*-r $x 




DMSlofM atti prtcr list, frrr br 


ro ordrr. m *pcrt*ity 


to eta. SgiSLl-r Dr.Jaeg^r'sSanitaryWoollen SystamCo. 

taSTZZtrrn ' 9 «T and Headway. New York. 




Iway. New York. 

St_ Temple Cbnrt. New Y 


91 1L E ^A HA "© "U8BER TRUSSES 
00.000 cases, without a failure. Onr 

. - «ea perfenon u» a knowkds- of w hat to 

l-wt -aned lo each ra-c. ami enable- u- to iruarantre to 
fornleh and adai- an appliance that will i-cmUt the per 
-on -ufteriT^ froox Kuptme of whatever kind and non- 
ditlou. to I.rfonu hi* or her dntlre in coinfort and safety. 
25 Years' References: 

Pro/,. It Has" Xre-v. S. D. Ovew. " «'•■*«. 
W. W. A’re.,, Or. hemat O. Morlan. a»d N-rpeea-flen. 
rraU *flkt r-Oef 5>otw Army a*d Hart -. 

% n H «53 S2 

KUMic MM. KWkW Brmw ^. wU*> dirertk^h for 
►If.mftinrrjnmt. mikilnl on spfBiOMtMO. 


:•* I. B. SEELEY & CO., “ptS3U> , a, <, «"' 








THl DEL1NEA l OK 


I.IUle need be .aid regarding »»ie merlin and theraprullr qnalltlca of ihene >ood*. They have ealablUhe.1 
for thetn»elve» world-wide reputation aud remain unexcelled lor ihelr elegance of Hi, health giving uud 
supporting quallflc* and darnbllliy oI material. |( onee tried thej are always o*ed. 

Kach Comet and Ual*l »• fl«®d with Or. Scott’. New Supporting Haek, whleh U a comfort to the robuit 
■« well an the Invalid. Patent hock « laapa and neatly trimmed. 


This Ooraat Wain asroh all other walau IB lit tad 

thto Hick Hip I'orwt la nixie of An* Alexandria material It la made of extra fla. <ai«n In Of all I Tran Form (VimaU thl# la the moat popular. 

('lotli. In povo ami W hltr, from in to a) in. be. II U hit- and Dov., la to » Incfcea. and h». Un l>f II to made of r»n fine Alexandria Cloth, in Dorn 

la very ahaiM'ly anil durable and ha* Hr. Heotfa So*« Valent Hack ami Adjustable Hutbau at fn.nl and While, into X> lacbe*. ami ha* dataehaldc Mioul 

I’alewt Sum*'Min * back _ ami «M>«. der Mrap* and l»r. aootr* Patent hupponinit Ha ck. 

We alao have Dr. fteott’n Hummer V oracta. at 91.40; Nuralns Coraeta, at ll.iO} a Heaulllul Faal Hlaek 
■tllclied Willi old soldi t'or.ef. at *2.00; and an l-.legant Imported French t'onlll P. D.Nhape Coraet. at 93.00. 

AUo Dr. Scott*. Delta and Abdominal Supporter. lor l.adlea, and Coraet W alata and Hrarra lor Children. 

A Copy of our Hook “ The Doctor*. Slor>.»’ free lo auy addreae. 

Kit her Corael or W alal will be mailed poal-pald lo auy addreea on rerelpi of price, with 14c. added for 
poalase. All remittance- to be made payable lo 

ikhaaoinr. CEO. A. SCOTT, 842 Broadway, New York. 

The Dry Uood* Trade supplied by the Hhrabollon A Teall Tils. Co., Weed a port. N. V. 


Every Woman 

has long wanted cooking ulentilt that 
wouldn't break, and wouldn't abtQlb 
greate. Something alwoy* clean and 
nice. The invention Ha* come at lad 
in the •NEVER'fiREAiC Steel Cooking 
UtenMla, and every good hou^keejier 
» delighted. Send foe illua. circular. 
THE BRONSON 3UPPLY CO.. Clevalaod.O. 


Pamphlet 


reliable instruct ions for successful 

Candy-Makinc at Home. 

PRICE, 15 CENTS. 

The information given in this Pamphlet is derived 
from Practical Experience, and its Authen¬ 
ticity is Hf.yond Question. 

The Subject is fully treated, from the Minutest 
to the most Important Details; and the Arrange¬ 
ment and Style of Diction are such that the Instruc¬ 
tions may be as easily followed by a Child as by 
an Adult. 

The Book 


A.vftWF.K* to UonUKaroNitr 


physician. The Indy fUKKiwtn the 
leaving. Introduce the gentleman to t 
A Indy offers to wlmke hands with n g* 
and walks through the gate llrst. W 
reason why n lady and gentleman -h 
walk Up a path together. It Is bod for 


a gentleman to tako you to any sort ol enter- 
talnmnnL Rubbing the hands with ollvq oil at 
night and bathing them in hot water in the 
morning is said to whiten them. I>ry them with 
a soft towel and dust them with nee flour or 
almond meal. 

R. M. K.Combine gendarme-blue cash- 
mere with the striped silk, and make it by pat¬ 
tern No. 34 G9, which is shown in the September 
magazine ami costs Is. 8d. or 40 cent*. 

K. M. Pj—'R efer to the article entitled “ Mourn¬ 
ing and Mourning Gowns " in the July Druxra- 
tok. Wear black nnuuro ribbon witli die white 
dress. Do not trim tho silk with . rape: annum 
silk is considered proper for mourning. 

FtKlJ) Daisy:—“ Mvdear Mr. Blank: thank 
you for you 

pleased to accept. Sincerely roars, Mildred 


divided into Departments, which 
introduce the Finest as well as the Plainest Candies made by the best Con¬ 
fectioners. and include 

CREAM CANDIES. BONBONS. NUT AND FRUIT CANDIES. PASTES. 
DROPS MEDICATED LOZENGES. AND CANDIED 
FRUITS. FLOWERS AND NUTS. 

The Important Details of “Boiling.” ‘‘Testing" and “Coloring" are 
Thoroughly Explained, thus ensuring Success, and also removing all doubts 
as to the Wholesomeness of Properly Made Candy. 

:J£? ’"“A i wUij»|The Price o! “The Correct Art of Candy-Making at Home” is 15 Coats, 

ed. po*t-prud. to any AddraM in the United State*, 
’snada or Mexico. 

THE BUTTERICK PUBLISHING CO. im»i«c.i , 

T. O and 11 Went Thirteenth Street. New Vork. 




Black-Kyed Susan-—I t is proj 
ready to leave tlie house as soon 
escort arrive;*, Certainly do not me 
the door. 





THE DELINEATOR 


COMPLEXION 


POWDER 


6th Avenue. 
20th to 21 st Street. 
N. T. City. 


Is an absolute necessity of a 
refined toilet in this climate 


Combines every element of 
beauty and purity. 

■OLD KVKRVWIIKRK. 


•ry. Feathers and Flowers. Silks, Satins, Velvets, 
Furnishings. Honse-Farntakings. Upholstery, White 
•s* and M!..<-■* Underwear. China. Glassware. Etc. 
tea for oar Handsomely Illustrated and Descriptive 
logur, a hick -ill hr mailed free loan/ address. Send your name at 


Desirable Acquisition to the 
Literature of Fancy-Work 


V. A. .•—The watch-pocket in no k*c r a<l 
justed on the OUUkio of n bodice; it U con 
vnaiuntly placed underneath a little back fron 
tho right front edge, at about tin* bust 
UXOLB Fcu.ER:—A lady shakos hands w ill 
a gootlomon. Wo do not recomme nd the cj 
chango of photograph* among young men am 
women. If a gentleman meet a lady by charm 
iu golug to church and walk with her. he nee. 
not escort hor homo after service. 

IsyrnuiH:—It Is immaterial to which parvu 
tlio “good-oight" is first said. Tim chOdrrt 
should not bo taught preference fcr either guest 


CotIKTHY Girl:—.S ilk is fashionable for both 
church and street wear, but wool goods arc 
preferable. Refer to "Fashionable I*ress Fab- 
rice" in the present number. Engraved wed- 
ding invitations arc good form. and any stationer, 
will have them worded correctly. 

T. IX:—For information regarding the core 
of the hands, »ce “ Tea-Table Talks '* in the July 
Dkunkatob. If you have not a copy of that 
number, we will send it on receipt of 1*5 cents. 

Alice:—’T he ends of Hower stems may be 
dipped in liquid sealing-wax to p r e s er v e them 
while being worn. 

Jwsre:—’We are not familiar with the book 
you mention. Darwin’s “ lucent of Man ” may 
be pureluisod of any book-seller. Tlio rule and 
explanation may be found in any standard 
grammar. 


4 Montnss^tiuc. 

Colored Studies of the muu for pmlulUutar* 

olfcreO at educed price.. 

DeW eppi^cilia gtampiof Outfit 

Codu in. oow rwm and rniinc «w PattmwJ 
Tlic ILiL»i iLATki* Ixmccnon ttooE *1 re$ 
imfortifh 

The H*»t Octfit errr oind. 

r R MS : SubacnpUon price. S*c. per ywr. T"* 
yearly Snbacnter* .ecu£ the outfit, or cma name 
Wthie.; 5 aobaotattona and 2 wg pjgj 1 * 
sample coptea with Inducement. to club i alter*. tree. 

PRISCILLA PUBLISHING CO., 

Lisn., lUae, 


A MOKTOLY DEVOTED TO • 

Iradic^’ Raney V/or4^ 

of ertrj daserlpoon. It U the onl* ID 
paper pcfciUlMd on Enanotour, U 
1*0. raintau and Ilona |iaxxnu*v» 











FHE DELINEATOR 


ThU Outfl| c«itAil V | Tub-* of lafiUf* ^UopU> Fatal for U»ti| PlaU, WUrt m 4 Dart 

OM4oh 'Umpirf H^.1. Hot Pt w Jrr, P»4 ( Hoik .f la.ir^-tlon. for l»AUJ !»><> 

CATALOGUE or UTAMPINO PffTWHA mmd tkm UOmwtmm IM of EUM^blZE rKMirte* 1 

jk EAUTIFUL ALPHABET 

/ / "v OF » UmOB, l ^4DK-nM with FORGET- 

/ // \ ME-NOTS, ■!» *4 inrbre Inah—PATTKKS8 far 

/ \\ SCARF*. ele-APAIR g/cONVENTIONAL 

// '\ DESIGN". *i» of re h **9 loebre—81 MAC 

/ / \ // I \ and GOLDEN ROD. I8»-W ILD RUSES. 1***- 

/ l \ I i DAISIES. 14*7-APPLE BLOSSOMS lSr7- 

A / / 1 / / GOLDEN ROD. 1«*H-CONVENTIONAL DE 

/N il l / / SIGN OF PANSIES, .fee 11x7. (Tbre* wbt« 

(, l J / / / da-uv* rea be re,-rend for BLANKETS, 

v \ \ . / /\i 80FA-FH-L0W8, rtc.»-A FINE DESIGN FOR 

\A yvl A /S\ V SPLASHER OP POND LIMES, CAT-O’-NINE- 

V . TAILS. e»f. Me iOS - TINSEL CORD I*E- 
k, 1 -< _ J SIGN. IS»S—OUTLINE DESIGN FOR ROPE 

rY' ,4 \' EMBROIDERY. !«*4t8-DEMONS FOR TI- 

// \ //J T I A A Y>fV ,,,Ej4 ' SCARFS SOFA PILLOWS. APRONS. 

// \ c> A / \ / \ V-' BAGS. rie.-HOLLY. 8*AFoRGET-ME-NuT*. 

f / \ [ \ \ \ 8*5 — MORN!NO-GLORIES, tat - MARTHA 

t V / / / V / / \ 1 \1 A \ WASHINGTON GERANIUM. 8x7—FUCHSIAS. 

I ^ V SSfcXS?^^ 8?=2!3» Si 

\ 7 ?*» / /V // / TS I J L FERNS. 8x8 -OUTUNEH — OLD LADT IN 

Vvv^ / // 0\ Ac CH^ 10*8 -BoY in RAIN, with I M 

\ V // f 1/ //IV BRXLLA. 9*7—ACORNS. 10x7 — PANEL DE 

\\ A' I / / / ’ 810N OF STORK. POND UI.1ES. «*., FOR 

, /y \ V >' PAINTINO. »*»-SIDE BOARS DESIGNS — 

Ak *- CURRANTS. 8x6—CHERRIES. 8»8-W HEAT 

m A 7x4 - THISTLE. 8*4 - 8CALLOIS - BOEDER 

^ \ AND BRAIDING DESIGNS. 

We .end I Ml. O..HII by mall. poMpald. for $1.00. THU •• the be.l 


(Jfalw Ontario.) 

Under the title of Crab Applo 
Blossoms, The Crown 
Perfumery Co. are now 
Belling one of the most fragrant 
and delightful perfumes over 
produced.—Churl Journal. 


INVIGORATING 

LAVENDER 

SALTS. 


The popular, new 
smelling aalu of ThO 

g rown Perfumery 

0 . appreciated alike in 
palace, mansion and ooL 
[age aa a most refreshing 
luxury. Made only by 


ner by doing S-.mj^o* for 
rrhmenl Paper #1« 

•ft all ClSrmvi from the 
Bore ihau railed. 


CROWN PERFUMERY. CO 


ITT. New Bono St.. London. Bold everywhere 


THE OBIT PERFECT Mom* 

SELF-WRM6IN6 MOP 

)U4-Wt 4frs rloUW M 

lU M4* w4*rBb kmf 1*4 J 

r«B «Hs| It U*et 


kRATCHET 

L MOR 


Thl-OalBl contain- the following fallnlu Stamping Pallernei 

handsome alphabet 

PTI IG^I. DESIGN OF APPLE BLOSSOMS FOB SCARFS. Hr , aUw l«*i larh*«-BORDER DESIGN 
1 OP IJOSKIU'DS. FKUNS, elr . »i«i Wo» **AT-0'-NlNE TAIL". I«*N DAI-IES. 14*7 GOIJlEN 
I ROD, I4*H IBIS. 14*7—DESIGN FOR TIDIW. 80FA-PIIJ/>WS. SHOPPING BAGS. APRONS. 

- SCARF'S, »ie.—OAIJ.A LILY, WxS-FUCHSlAS, IO*S-CLOVER. FxS-NASTURTIUMS. 8*S- 

MORNING IILOIUES. Bx7 - SUMAC. M.fl-TlGKK LILY. B*«-PANSIES. "it —COXCOMB. 8*8- 
TULIM. H,8 LILIES».F THK VALLEY. 7*8-EASTKH LIUKS, 7*1-SCAIJ.OP*. 1U aM tH lacbe- 
wl.i.* TKAY-CM»TH DESIGNS—TURKEY ON PLATTER-STRING OF FISH STRAWBERRIES 
OHKKRIJOt AND ORAPKS SMALL DESIGN FOR CRAZY PATCHWORK, ru -OWL-IHTTEK- 
FI.IKS -IIU08 TENNIS RA4 KKTS-CHII.DS HKAD-SNOW BAI LB DAlSlF^-PINKS-FOlUiirr 
MF^N«>TS-WHEAT-BUTrKH«'UP8-WllJ> ROSE TRUMPFrr FU»WKR. rV TINSEL DESIGN. 
0 I or lire wide— LARGE DESIGN FOR TABLE SCARF'S AND COVERS SPLASHERS-PANEL" 
TINSEL WORK. rlr.-POND UIJES. IB*7—POPPIES, !i*H SWANS, 8**8-WILD R«>SF». I«C« ThU 
OnUli tiDo emiialoi Slamplnir Palm. Ponder. Pad. Bro*h. In.tnirtW.n Bonk. CaiaLicor of Paltrma, rlr., ren.r 
a* In ISUOOuUIi. U r M ml ihliUulfll bf vail, prelagr p-M, for 11 OO 

^PFPIAI flFFFR I w * ^ r *«" »»B8 H-oo stamfimo onrnT, complete, aad 

OrtOlHL VFrrtn! t h,PATTEU8ofeorm9|IAK)8uo|da|Oatlmnfar Ono Dollar 

and Bixly Conte. 

APDICM 


A.NfiWrW TX) i'oimr.HPUNOKNTH, 

(/ 'oktirtkctl). 

—We rfinnot rocr^mmcml iho com 


INGALLS, Lynn, Mass 


-f Jialtrnis 


Jlroodtcny anti 14th St. f .V. 1 

PREPARATORY TO 


t |»rovont“ inv doing 
i(b : but I urn alreadi 


And the brat lamp tkllL^iUlUiiXUn 

ever made, like Alad- Bret: - — ■ w 

dln’eofold. a "woo- 

derful lamp!" A lamp • 

nbeolufely non- 
rxnloalio and tin- V 
breakable, which 

E ivran Hear, soft. ^ 

rilliant while light 

of S6 candU pontr/ w3j©SaF 

Purer and brighter 

than gaa light, aofter 

than alect.lc light, AfijgK 

n ?° r * Cheerful than 

either I ThetlempU 

“The Rochester. 

Only nr* year, oM.and orer two talllloi 
nae. It mint be a *«K>d Umn to make aock ' 
ns -uo*«. Indeed It U. for lanipe may com- 
lauijM may grvtmt the “Roohreter" ahineo <■ 
C,C . r -rk.'"'. -’°°° art tat lr rarletlra - Ha 
and Table Ump. Han.iuet and "fo-ly. Va* 
Ftano Lm|--'**rr kind. In Brvnxe. PWro 

K .our hunpU^'er h^ rih^^ufne Rocl 
we will box and *. n-l you any lamp »afr 


I’KRl'UtxITV : — lYini Uio nevy-blue Ib nriolla 
with velvet Iho nudo nliatlo. Tho rombirw- 
tlon in powN*'. lk*th tan and drab gloves lire 
Gaahionablo. Tlie young lu.lv shoul.l not huvo 
invited the gentleman until ho oxi»rcsi*od n <lo- 
rirc to call upon h.-r; an it is. he noted rudely 
in noi acknowledging her inviuition. but It would 
not be in good taste to mention it to him. Sim¬ 
ply Mnile and bom-. "It will give mo great 
pleasure to have you and your friend, Mr. Smith, 
'l*Tid next Wednesday evening with me.” Your 
writing is legible. 

Cuicket:—A ll question* rn-rUining to wed¬ 
ding etiquette are answered fully in “Good 
Manners, a Imok published by us, price Ono 
Dollar. 

Expectant:— Wear a white silk msh and 
tan kid gloves m'ith your white dress. 

Tkix:—Your hair is a beautiful nubum, and 
we strongly advise you not to attempt to darken 
it Gray, navy-blue and all the shades of green 
and violet should be becoming to you. 


LACE CURTAINS 


SILK8 



Ladies. Misses and Children 


Udla’ Cape 
'Copyright): 10.1 m*. 
Hut! Ilirn.urT'-. 2 h lo 
Wlochea. Anyako, 
IOd.or 80 ccuU. 


3070 307 

Udlf Cat- 

KKSS^at 

» Inku.^ Arnffiat 


Udlr.- Engllah Cape 
•Copyright): 10 aim. 
Huai mocurr., W in 
4r. InehM. AnyaUo, 
lOd. or «o ccuu. 


Udlra' Capr 
(Copyright*: 1W al« 
Boat rn.-a.urea. 9* 
*a Itwbo*. Any ai 
1U1. Of » nuU. 


Miaaea and Olria' Cape 
tlriab IVaaaix Gape) 
(Copyright*: 10 ainra. 
(mlt" IlfMlt. Any 
•i*e. 7d. or 13 c* ni». 


(Copyright): Id SllM. 
Hu* i mranure-, »to 
4« lochaa. 

Any «i*r, lOd. or a» cent. 


■ Copyright*: lOrit 

Um.I - --K. 

46 loch«*. Any ft 
100 . or » cecU. 


3150 3150 

Mlaaea’ Cape 
(Copyright : 0 alee*. 
Agm, 8 .o 10 tar*. 
Any rise, 7d. or 13 cent# 


(iint ri 
(Copyright): 
Aim, «v>» 
Any nizr. 7d. or 


Bu« menanra, & to 

iCopyright): lOaixm. Boat 

Gathered lO 

Inch**. 

moaaora. * to 4« t»rhr* 

Boat tnraaur 

y >1 u, lOd. or S) cent*. 

Any *i*e, la. or 25 mb. 

AnyalM. 







1 

■if ,F I 

will V 1 1 

■ H /. * t T * 

1 ■i;ii | v v l 












3385 3385 3036 303G 

Jacket (Copyr't>: ladW*’ Jacket (Copyr’ll: Ladle* Jacket 

13*lte#. BtWnm, 13 rise*. Bn*« m.awirn. (Copyright); IS .jri. 
» to 46 Inrbe*. ** to M nehn. Any Itai7m*,»lo«ln. 
Any.Ue, i».3d.of3)cu. *uc, 1*. 3d. or ») cento. Anysiae, i.. 3d. or 30c;. 


31U1 ...U, 3|y 0 -I48U 

Ladln' Jacket (Copyr’tl: Ladle*’ Jacket (itopj 
ISUCM. Bart rnM-orr*. right): IS air*#. Bui! 
3» to 46 inch**. Any *lr». nun-urr*. » to 40 ini 
1*. W. or 35 cnu. Anv war It. 3d. or SO cl 


u- u am & ^ 

3-143 3443 

Udl.V Jacket, With Shawl Collar 
and Removable Vert >Copyrighti: IS 
tinea. But meumirr-. ifrt o, 46 
lnch». Anyataw, la. 3d. <.r au c.nu. 


343U 313U 2917 2917 3226 3226 3535 «» 35 » 

Ladle*' Jacket (Copyright: Udlr.' Jacket (Copyright): Ladln' Jacket (Copyright): Ladle-' JMtot < C W* 

13 .tree. Bart mra*um. 13 *Un. Burt tn.-m.uio.. IS rtuw Bart WMt*. tight): 1* Bu»t 

'* to 46 Incbr* Any .tae, » u 41 lnchn. Any at to «6 Inches An* »Ur, IMMIM * to 46 inch.-. 

1*. 3d. or SO cent.. I*. M. o* SO Mate. la. 3d. or 30 cent*. Any alu, 18. &L or 83CCUI* 


Jacket (CopyT't): Ladle.' Jacket (Reefer Jack- Ladle*'Jnck.((Cnpyr'l 
. Aim. 10 to 16 rl) tCumilfhl): 13 *l*er 18«l»e*. Bu.t m«M. 
r*. Any.uc, Burt men*., « to 46 It... Any »i..«l Indies.Any 
. or *5 cent*. alse, I*. Sd. or 30 cento. elae, I*. 8d. or 30 cent 


Ladle*' Jacket (Copy- 
right): 13 alee*. Burt 
meae., »* to 4(1 in*. Any 
.1/..-, I*. 3d. or 80 cento. 


Jacket 


Jacket (C-pyrll 


MtoMw' Jacket (Coi 
right : r lines. Age*, 
to 16 year*. Any 


I ailin' Jacket (Copyright 
IS rise.. Uu.tmra-um 


T 

r j- 

1 i' | 

- V ifito t'Y 

I- 1 ■*• 

^■c w< 










They are very useful little 
Articles. 

Their cost is nothlsg in com¬ 
parison with their service- 
ablercsi. 

They are readily adjusted to cat 
any size of Button-hole. 


We ore prepared *o olTer very liberal terms to onr Acrnt* or other Parties 
desirous of ordering thess goods In quantity. A large sale ran readily he 
obtained for them, as they “sell on sight,“ being very taking In appearance 
and usefai to the homo dressmaker. 


THE YANKEE BLADE 

fumt trv, on trial oew tatMcrilM 


•LOU 


IF LI*'-’ iwsiifr-nfees-ja 

fLF win a-t be 

“'.mr. U.ra. Mrn.»os«m.p.r-r. I 
MTTU d POmt, W ro»c«J SU Doaec. 


Needles and ThbaMea tie. Worth their 
Cold. The Lady's Guide Tor Bayers will he glr« 
to s*ery lady who order* the •oppUrs. IW~ On 
23 cents. sUver oe Postal-Note. 

J. B. HOLLOWAY. GREENWOOD. 8.C. 
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V ELUTINA 


UBI 


OA 


For about one-quarter the cost of Silk Velvet, you can get VELUTINA, 
equally handsome, in plain or corded, blacks or colors, of leading 
dealers everywhere. “ Velutina, Wear Guaranteed," stamped on selvage- 


O YOU WANT A COMPREHENSIVE. COR¬ 
RECT AND SYSTEMATIC HAND-BOOK] 
OF GOOD MANNERS? 

If so, we can supply your want, as we have 
recently published an Exhaustive, Common- 
Sense Work under the above title. 

PRICE, $1.00 PER COPY. 

Whether mother or maiden, father or son, 
you cannot fail to be pleased with it—it is a 
handy hook for the family circle, a guide, 
counsellor and friend to her who would be a 
perfect lady or to him who would become a 
finished gentleman. 

If you cannot procure the Hook at the 
nearest Agency for the sale of our goods, send 
the Price direct to us, and the Book will be 
forwarded, prepaid, to your address. 

Adores* : 

THE BUTTERICK PUBLISHING CO. limit*]. 

I 

?, 0 >nd 11 Wtil 13th Mr««l, York, j 

MAGIC BUTTON-HOLE CUTTERS. 


A PERFECT LIQUID DENTIFRICE[ 
DELICIOUSLY FLAVORED. 

ITS USE INSURES. 

BEAUTIFUL 
[CLE AN TE ETH 

Price 25 cents 

E. W. HOYT 
A CO.. 

LOWELL. MASS. 


Ladies 


wing; to bo done will find these Hutton-Hole Cutter* 
convenient Adjuncts of the Sewing-Room. 


Answers to Cor&eston dents, 
(Onto**/). 

ToisetteS ubscriptions can oommonoe with 
any nuinla-r. July magazin-a an- still in print, 
and n* July commence* a new volume it l* u 
desirable month with which to begin. 

Questioner:—'U nion* in mourning a girl doca 
not wear black until die i* eighteen. If bangs 
are not beooming, the hair might lie trained to 
grow in a puff, or bo slightly waved off the Tons 
head. VaM-linc rubbed ou the edge* of the eye¬ 
lid* is lame-tidal to the lashed. We havo never 
heard of a way to color llw eye*. 

A Suimcubek:—C oaodont i* pronounced 
with the accent on the flr*t syllable. Try anoint¬ 
ing the Unger nails with vaseline. See answer 
to “Questioner." 

A Sciwcriukr It is highly Improper for 
young girls to attend or return from a party un- 
chaperoned, and iu company with a boy escort 
It i* easy to droaa m-n-ibly and healthfully with¬ 
out going to the extreme of the dross reformer*. 

A. W.Make up your partly worn ailk with 
black wool goods, cither plain or figured, using 
the new good* for the l«ts|ue and drapery. No 
jewelry except a simple |dn should >>o worn on 
the street; bracelets are assumed only In the 
evening. Gold bead* should be worn only in 
the house, and it would Ik- in bettor taste to 
omit the clillulaiot. Oxford ties are worn on 
the street Wc do not know the word. 


THE BUTTERICK PUBLISHING CO. u-h^. 

7. 9 and 11 West Thirteenth Street, New York. 


BROTHERS, 

Zmportors, manufacturers 
and Jobbers of 

MillineryGoods 

AT WHOLESALE ONLY. 

564i***566 Broadway , 

NEW ~ST OBK. 


rumxsuKRS or 

HILL’S MILLINERS’ GAZETTE, 

SnmpUa of tkt OmmrtU maOod frtt to doaUrt only. 
Please inelos* business card with your application. 

Buy Fashionable Goods in New York. 

Ail Wbo favor u* v-tth otder* wUl receive Good Good*. 
- - Lowf* 171c* and find Everything a* 
A trial order prove* mia. 




~!>U*«Trr**l hr Ac*t**»«.-I* t o. 
miu<I •• ^ •/ tb« b*u>l. »u4«u 

M pWUl/ *• »wtlu^ «b- 

nw. &*• **•» 

• -r$if. *®« *»• w »« *• •%fp#U#.| u4 4*t* 

h%ir4i»»n*-*/»fo*if by ma*. |tfc***«v. 
? * * llk« pu/p«**. an 1 M KKtiiK 4 **» 

NOT F AIL- ltih*tr»w*h t* rtffci. , 


SEE NAME ' TAKE NONE”BUt VAeM* 7 ASK FOR THEM 

kim-fACTTUO BT TUB TNIUHTI lUlVJiH STAY MTO CO.. Y MI LA NT I. MICH 


GREAT OFFER! 

PIANOS I -f $35. -f ORGANS I 


TWILLED LACE THREAD 


FOR CROCHETING 

BEST IN THE WOH: 

MARKS BBAl'TIVTTi LACK- 
40. 10. ft., whlir .nd *cru. STOOL. 30* 
JO c^nu. po-lpold. Cr ‘chrting lv-0(. f 
£*» dlrt-c-tlon*. J 0 <*n 

paid. Bar of Dealer or order from u* 
ail drew plain. Including stale. 
QLA8GO LACE THREAT 
GLARGO. CONN. 


EVER READY DRE55 STAY 
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Two New 

R?SAU. 

White - rose Odor 


LAZELLS 


irisimia; 

ORRIS&^OLirODOR- 


300 Dollars 


—IN— 


HAIR ON THE FACE, NECK. ARMS OR ANY PART OF THE PERSON 

QUICKLY D’MOLVEO AND REMOVED WITH THE NEW SOLUTION 

= AOP 6 H 6 * 


PREMIUMS 

"111 be offered to Purchaser» through H. C. F. 
KOCH A CO’S Illoatrau-d 

FASHION CATALOGUE- 

A Guide of how to buy 

DRY GOODS FROM NEW YORK 

and have them delivered free of rtaaiw-wheji the 
order amount* to a .(-coMe-l -um-at prior* uuaran- 
teed lower liuu. from an> other hnuae In lb A'. S. 

1'ublUlied fv. pt. n. t«>. and mailed free Upon hpl.ll- 
rauon; U»Ung and lllu.iramu!. with over £no lltno- 
Krapha and wi-.l ouia, rtrrjuunj! nenled for Ladle*’. 
G.-nU’ and CYlWren’a wear and adornment; llouav- 
keeptn* (iooda. etc. 


IMPORTERS 

AND 

RETAILERS. 


Glh Ave. and 20th St., New York. 

irnt Ion flila pajier. 


Answers to Corrkstovdkxtk. 

Hazel Kti*:—B laHc and whit* air both 
l>ccoming to blond.* and cither will malco up well | 
for evening wear. Poanf i* one of the mow 
reliublt* Map* manufacture!. If only one bin-1 
guago cari »>o Atndied, wo would chooM French. 
Them In no Impropriety in innrrying before the I 
ngr of oightoon. providedyour parent* nanetion it J 

M. B.:—It would not bo inappropriate for | 
a briila to wear a train and veil at a borne | 
wedding. White armure «*Uk trimmed with 
pearl paMcmcintorfo would make u pretty und 
Ntyllab welding drew. 

Locih* asi> OrtiKM:—Girls between four- 
icon and rixteen may wear their hair bntid.il 
find looped with it ribodtl U»w. 

SrMCRIDKRA dmlrublc men*. for a wren- 
o'clock ten l»« an follow!: raw oyatom on the 
half shall; chicken croquette* and gre*n prwa; 
broiled quail und poLtLichip*; lettuce and tomato 
salad; cuko, icc*. tea and coffee. 

I). I.. S.:—Salt and lemon juice form an ex¬ 
cellent lotion for removi ng freckle*. 

An Olx> Subscriber's Sox:—We regret our 
inability to furnish tlie desired information. 
The coutinuouH use of aoda deaden* the root* ol 
the hair. 

Ignorant:—A riding skirt i* worn over rid¬ 
ing trousers. Cloth i* used for habits, which 
are considered most stylish when a eimpie tailor 
Ontsh is adopted; wo do not advUo the use 
or alpaca or trimming of any kind. A small 
net veil may bo worn. A black lace »«ranot 
with tea roses will l*e becoming, and a lace 
veil may l>e worn, if desired. Gray is 1'ceocn- 
inglv worn by brunettes. 

Mrs. «. K. Dennis:— Persian insect-powder 
trill destroy the troublesome an*. 


VERY ONE SHOULD POSSESS A COPY OI* 

“Social Life/* 


A Book Explanatory of Practical Etiquf.ttf. and The 
Requirements of Society in General. 

Written in Correspondence Style 
and Intended as a Companion Book 
to “Good Manners." 

Either Volume is Indispensable to the 
Uninformed upon Social Usages. 

The debutante or novice will find, con¬ 
tained in "Social Life," valuable instruc¬ 
tion concerning the customs and correct 
dejiortment belonging to polite society; 
while those unacquainted with the most 
approved forms of Invitations and Replies 
may become thoroughly conversant with them by referring to the Appen¬ 
dix, which is devoted to this branch of Social Education. To be perfect in 
all the requirements of society, one must be complete master of fashionable 
methods of correspondence, and “Social Life" affords the uninformed the 
best instruction that can be obtained upon the subject 

PRICE. $1.00 PER COPY. 

Unless you can procure the book at the nearest Agency for the sale of 
our goods, send the price direct to us. and the Book will be forwarded, pre¬ 
paid. to your address. 

Address: THE BUTTF.RICK PUBLISHING CO. | Limited J, 

7. 0 and 11 I Vest Thirteenth Street, Neiv York. 










THE DELINEATOR 


) WAY NOT TO MIKE S CAGE. O end F0R THE LATEST AND most com- 

^ ^ PLETE WORK ISSUED IN THE INTERESTS 

\ OF DECORATIVE ART. 

/ A A Book of Original, Artistic and Grace- / / 

\iV ' ruL DnMilt tad one fbat i lw l d be kco in III/ 

/ every Boudoir and Studio. \ / ' 

It is issued by us under the title of ’ 

"NEEDLE AND BRUSH: USEFUL (fa ‘ 
^|J^ : - AND DECORA TI V£," . ®|^7^ 

^ $ 1.00 PER COPY. H. ^Iply J 

(lered up, with hollow or ln lhis volumc win ^ found innumerable and Wi|j| Uwllprf 

drilled bands, flimsy and artistic designs for the decoration of a home, all of ‘ 

n - harboring. It answers them to be developed by the Needle or Brush and ^ H9 /] Y 

•11" but it has no streneth lhc daint y f,n 8 ers °J, cilher ,he no V ce or lhe ex ; 1 L 

„ U ,.’vl i? perienced artist. The instructions are clear and 

DOI1 tails apart. I he MEN- comprehensive, and fully carry out the author’s 

cage is made of hard, brass intention of rendering invaluable aid alike to -beginners or graduates in the 
[ wire, riveted (no solder or ptcuy art of decoration. . 

hinrk with nn hirlincr I* lhc Boo * c cannot be obtained from the nearest Agency tor the sale of 
. ‘ ’ . . „ . ® our goods, mail your order with the price direct to us, and the book will be 

for vermin). liuy it of sent, prepaid, to your address. 

,ca,er - l THE BUTTERICK PUBLISHING CO. tumiudi. 


7, 0 and 1 I WeM Thirteenth Ml., New Work 


ANSWERS TO COR RESPONDENT*. 

( Continued). 

M. A. IIaNSOOM-B road and narrow sash** 
uro worn j the end* may be fringed or simply 
cut, the Utter mode Win* preferable. Your 
suggestions about the draw are good. 

PhTbioiam The diet you refer to U moo- 
tioood for gonontl practice; for a particular case 
wo would advise applying to your family pbysb 
din. 

N. J.:—The samplo you inclose i« yellow* 
brown In color nod would make u suitable 
cliurch gown. 

Molub Kdwardh;—E ither of tho costume* 
you suggest would 1)0 appropriate tor the comp 
mooting. China silk U much used for evening 
gowns, and we would ndvisv the use of velvet 
for a Figaro jacket. 

An Inquirer:—T ho accent oo the word Su¬ 
rah Is on tho first syllable. Refer to '* Beauty: 
Iu Attainment and Freaervatioo," a l«ook just 
published by us, prico Otic Dollar. Mahogany 
is a fashionable shade. Make up the Surah 
alone or with velvet the same shade. 


n Wr**' 10 w * rn lh« public against die schemes of pretended canvassers, who, 

|l| ostensibly acting a« our agents, obtain money by the fictitious establishment of 
agencies for the sale of our goods and by taking subscriptions for our publi¬ 
cations. 

The names recently assumed by such swindlers are Mr. Hose, Frank Williams, 
F. A. Mills, A. J. Hall, C. U. Morton, J. L Raymond, James A. Paxton, W. 0 . Mann, 
T. A. Rills, Henry Leighton, C. H. Noble, Geo. While and J. K. Brown. New York, 
Indiana, Pennsylvania, Michigan. Texas, Illinois, Florida and Ohio, as well as Nova 
Scotia, have been recently visited by these impostors. 

We offer the following Reward for the capture aud conviction of these frauds: 

$100 REWARD. 

IFs urifl pay §100 to any party teevrtng the arrest, sentence and incarceration of any 
unauthorized jxrton, 1 rho, representing himself as our agent, obtains money fraudulently, 
either by taking subscriptions for our publications rr by the fictitious establishment of agencies 
for the talc of our goods. 

There is no one of our authorised representatives who is not at all times able to 
produce abundant evidence of his authority to transact business for us. When 
a request for this evidence is made by people with whom they wish to transact busi¬ 
ness, it will l»e promptly met in a courteous and satisfactory manner. Our travelling 
agents are all gentlemen, and. with the credentials in their possession, are at all times 
prepared to meet an investigation of their right to do business for us, at the hands of a 
justice of the peace or other magistrate. 

THE BUTTERICK PUBLISHING CO. iLim.tadi, 


7, * and II Weal Thirteenth St 


which are guaranteed to help a larger percentage 
of deafness Chan all similar device* combined. The 
only dcTlce ever Invented for deafness, which ha* 
received the praUr or every phy-lclan who han 
examined them, and which haa been recantun-nded 
by the Standard .'VIciIIcmI Journal* throughout th r 
civilized world. They are fOOITlTELY IS’t Is/ni.K 
whlle being worn, and may be worn months 
without removal. 

Sold only by fl. A. WALES, Bridgeport, Conn. 






xviii 


r 


THE DELINEATOR. 



sjo5 £ ^QiV 


ESTABLlSHEfc IN 1.85.1 


VosEv Sons Piano 60 


70 -TREWONr5T. BOSTON,m: 


6 pchlUtor. «* U>U *Mo!u- will U-ll yoa of our vndovhud ^ 

Premium with an order of $20.00. cJ£ *fS Wr. ***£ A 

_ "*rr. Umptt, eU*.. anxiuntM lo £41 .<■»> in n»Mf n 

Or parked and delivered *t depot fn>m o«ir Tea and Coin aW. HU*rr*' Emhm.$XBp j*rr r 

for *5.00 Ca.h. Ur Unve bnndrrd. *gyjg? *3gSKT 1 JSSf .rgKRjgTSJgtffcR £"?" 

ufollirr H«t , plain and UrcoraC. .1. ' Cb ” ™ 

THE LONDON TEA CO.,791 Washington St.,Boston. »*»■* 


ovv to Make a Happy Home. 

Complete Instructions for Making Every Home 
Beautiful and Therefore Happy, will be Found in our 
'■ ” very Popular Book entitled 

A “HOME-MAKING AND HOUSE-KEEPING," 

which treats exhaustively of all matters relative to 
making a home what it can and should he. 

PRICE. $1.00 PER COPY. 

Prosj»ectivc brides anil all Housekeepers, young 
or old, will find ibis invaluable book filled with 
hints and instructions through which the common¬ 
place may be made refined and beautiful, the beau¬ 
tiful comfortable, and all surroundings harmonious. 
To read and heed its moaitions will bring order out 
of chaos, and in this particular may reduce con¬ 
fusion to serenity and thus establish happiness. 


Answers to correspondents, 

L. M. 8.:—A My invariably precede* s gen- 
Italian in entering a j*" . A young girl ot 
seventeen way with propriety wear a veil. 

Tom It.: — The sleeve., of Inre dreaaaa ure 
maiki over linings. The correct lengths of chil¬ 
dren'* dream are given in the laboll nocom- 
jmnying the pattern*. Buckles tnav lw IhmirIiI 
at any dry g.«d* store; we do notgjvo prices in 
the* columns. At eighteen or nineteen years. 
Feather fans are only used at ball* und parlies. 
High-heeled slipper* an- worn with evening 
dress. It is not proper for a boy and girl to 
corrcepund. " Yours sincerely, " Is tlio l»est. 


the size of tho lied. The ends are square. 

Wants to Know:—Tho cat-tails may Ik* 
gilded, Umchod together wiUi drtal fi»rn* slid 
graaaM and arranged under wall brackets; or 
they may be disp.wcd to form a tripod, und a 
haaket may be placed within to hold .aids mid 
end*. U i* best to consult a physician In re¬ 
gard to a remedy Ibr removing muloo. Both 
leathers and flower* are worn. 

Anna Dean.— Combine brown velvet with 
the brown satin, and make It by custuniu No. 
m:. 6. which i* illustrated In the September Dk- 
ijneatok and costa Is. 8d. or 40 cents. 


On receipt of price, the book will be forwarded, 
post-paid, to your address. If you cannot obtain it at the nearest agency 
for the sale of our goods, send your order directly to us. 

THE BUTTERICK PUBLISHING CO. [Limited], 

7, 9 and 11 West Thirteenth Street , New York. 


Tape Measures 


DEscaimoN. EAcn per doc. 

No. 25.—Cotton Tapes, | J ‘7£'£f,r'| 5 cents. 40 cents. 

No. 125.- " " - {£•*£} 6cents. 50cents. 

No. 135.- “ " r=^r| 8 cents. 65 cents. 

No. 235.- “ " {SrtSlIlO cents 75 cents 

No. 1.—Linen “ 10 cents. 75 cents. 

No. 2.- ... 12 cents. 90 cents. 

No. 3.- “ " “ " 14 cents $1.15. 

No. 12.—SuparLiiwnTapes,(S7!Z!l 16 cents. 1.25. 

No. 13.- “ “ " “ 18 cents 1.50. 

No. 2.—Sewed Satteen Tapes, “ 45 cents 4.00. 

No. 3.- “ •* •• " 50 cents. 4.50. 

These Tape Meantime are mad* expressly for us and 
are of ihe very beat quality. 

A Good sew'd Satteen Tape-Measure will last years in 


THEY COMBINE 

SYMPATHETIC. PURE AND RICH 
TONE. GREATEST POWER, ELE¬ 
GANCE AND DURABILITY. 


THEY ABE SOLD ON THE MOST 
ACCOM MOD ATI \U TKUMN, DELIV¬ 
ERED in your house mu; of 
EXPENSE. ANY WII EBB IN TII1I 
UNITED STATES, AND SATISFAC¬ 
TION GUARANTEED. 


Catalogue* and full Information mulled 
free on application. 


THE BUTTERICK PUBLISHING CO. dmml 

7, 9 and It West TWtaMi Street, He* York. 
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TIPCL LARGE PllTTRLS IN COLOR. TO DECORATE 


A PIECE OF STERLING SILVER 

loUid In thf backaof apnoo* an.i lock* at i«lnu 
txpoted to nu nod then plated entire. 


room WALLS WITH. OB TO OtV* TO YoCK 
FRIENDS. FOB ABOCT * CENTS A PIECE SEND 


PATD.DEC9*I8848* 

MAR.2*ia*6. 


Art Interchange Co., 

m« aa.l Street. Now Yo 


The Holmes $ Edwards Silver Company, 


rhrlalliie Trrhnnr Herrick tCmdJ'and 
Kvrtfry, />. «». *ay»: •• For baby'. hath Parker*. Tar 
Soap U prefer*Dl. to all other*. In removing rcurf or 
•laadrarf ftom the baby’, bead. In r. lirvm* the Itrhlng 
and IrrlUtlon catnted by chafing. It It beyond compare." 

Complexion ? 

nr. I.ro Pr-~rra/io* <jfJUnty\aar- ••Parker’. 
Tar *-i> remove* I dole bet. * blackhead.," and the 
elilne. oily appearance which l« to objectionable, and , 
•eUblUbre that healthful, hrllllanr, natural cuticle. 


Whether selected for the Cutting-Table of the Dress or Mantle Maker, or 
the lighter labors of the Home Work-Table,,will be found to be the Best in 
the World! Protected by Patents, Handsomely Finished, Perfectly 
Adjusted to the Hand, they arc certain to give entire satisfaction. Please 
note the prices: They are as low as for those of ordinary manufacture. 

POINTS 2 Sizes. 


THE PACKER MFG.CO.,100 Pulton St.,H.Y 


OVER TIN MILLION PAIRS SOLO. 

THK WARREN FASTENER bat a 
ROUNDED Kill around the pari which hold, 
the .looking, and WILL NOT TEAR Iho moral 


LADIES' SCISSORS—4 Sizes 




WARREN HOSE SUPPORTERS A RE roll 
SALK EVER YWHERE. Atk for them at the 
n»r.*a and UK SURE YOU GET THE WAK- 
RKN, which may bo Identified by the FAST- 

It at la (a tit a ■,..ttt>t. tit * t . t. .a 


6 Indira, 


bo h —, 


Gif iuchea. 


KNKB which hu a HOUNDED RIB on the 
holding edges. and la aUimvd with the word 
WARREN, fxj NOT HE DECEIVED by 
PiiaDiirrt which ap|>ear to hare rounded hold- 

lug adgoa, aa the i-rocvaa by which they ara 
made leave. alrnoO a knlfo edge on the Inner 
or holding Mrfaoa, and they trill cot the 

Tba barren la made In a great variety of 
•«ylc* for Ladle., MIhm andcCtldreu. in filLK 
and COTTON WEB9. 

Illutlrate-lCataloeneof IIOSR SUPPORT¬ 
ERS and rOKSKr SUBSTITUTES maltedfree 
to any addrau by the uianufactonirt, 

GEO. TE03T4 CO.,31 Bedford Be.,Bast m, Mam. 


POCKET SCISSORS—2 Sizes 


Length. 

4 inches, 
4if inch.-*. 


LADIES' BENT SHEARS-3 Sizes. 


Answers to Correspondents, 

( Continurd). 

Miss Skater:— 1 The present you auggeat will 
lie proper. Wo do not give prices in these col¬ 
umn*. It I* improj»or for a girl of sixteen to 
receive attentions from a man. 

Ilia :—We do not advise wearing a long crape 
veil with a while drags. Black Ult* ur be 
worn, and ki may a while waist with Mack skirts. 
Silver-handled parasols ara not used during the 
mourning period. 

Isabella:—A n excellent waali for removing 
tan or sun-burn is made of 

Dielllled Water.. I cunee. 

Glycerine,. I ounce. 


LADIES’ STRAIGHT SHEARS-3 Sizes 


Price 


8lf inch***. 


Ueobol 


Tincture of Bcntoin.. Hoot**. 

Eva:—B athe the skin with warm water in 
which borax ha* been dissolved—about a tea- 
spoonful of borax to a quart of water. We are 
unable to say. The autograph may no doubt bo. 
obtained upon application. 

Brown limt:-Wo would suggest frequent 
baths in warm water into which a few drops of J 
ammonia have been poured. ( 


THE 



BUTTERICK PUBLISHING CO. i—M 

9 L» and 11 Wont '.Thirteenth^ Street. Now York. 
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SENT 

FREE 


THE DELINEATOR 


Answers to Correspondents, 
{Continwd\. 

RrnT:—It is improper to ask a married 
*man to act as bridesmaid. CifcumHtpncaa 
i*t decide whether it will be proper to meet 


Containing 1000 illustrations of the 
latest and most stylish Costumes. 
Cloaks, Underwear. Shoes. Fur¬ 
nishing Goods, Art Goods, etc., 
with the lowest New York Cash 
Prices attached. Catalogue PRrr 
by addressing. iVlLb 

limn BROS , 557 ird 509 ClHieue New Tort. 


I n E. V/ n U H II PI'BUSHED 
EVERY TWO MONTHS, tt.00 A YEAR. 

ORGANISTS ™ir 

MUSIC 

In each hunk, ra.h number coni pin.- In liurlf. 

Al-o •uliAl.lo fi>r |*I A NO. Nunplr op, mIM f.w IV. 

CIO. MOLINEUX, 10 Cast 14th *t.. N. Y. 


Made by The Craighead 
Sc Kintr Co.. 33 Barclay 
St.. New York. Ask 
your Lamp dealer for it 


EVERY LADY 

WANTS A SILK DRESS. 

rr>. This U your 


Opportunity. A 

Nm llrpui turn 

Silks direct licin 
the Manufacturer 
to the Consumer, 


HOW TO ORDER PATTERNS EY MAIL 


CHAFFEE’S 

Dress Silks 


fn ordering Patterns by Mail , either from this office or from any of 
our Agencies, be careful to give your Post-Office Address in fall, naming the 
Town, County and State in which you reside. 

When Patterns are desired for Juxdies, the y umber and Size of 
each Pattern should be tare fully stated; when Patterns for Misses, Girls, 
Boys or Little Folks are needed, the A' umber, Size and Af/e should be 
given in each instance. A convenient formula for ordering Patterns is as 
follows: 

-SBinmixr. Bruirr Co.. Kr. 

Tub Hrmtsicx Piaueuiao Co. (Limited]: 

ftBXTUUiKN KiM-loerd plenwc And Puaul-Ordrr (or Hxprew Order i for—dollar* and- 

cenla. for which eend me P.ttrrn. Noe X bo*. mi, Jt wakt: fM. IS years. » beet; 

SCO, IS year., 24*4 i I 000 - « ymr*. a boat ; and MM. 7 jroro. V< eiM. 

MRS JOHN MARTIN." 


arc »old l»y all fun- 
elate dralrri 
throurhout the U. 

S. Thia enable, 
every lady lo look 
at our good* bcloic 
purchaung, 

Wo warrant 

all our good* a. 
repreaented. Hath 
piece bearing our 
THAtui-MAaK and 
WAkRANTKB. that 
can be plainly *etn 
by every nun bawr. 
W e arc theOLPB- r 


ink in U. S. Ea. 
tablWied in JO*, 
with over 6V >-eai»* 
experience. 

ttrguornnlrr 
CiiAiraa’a D*B»a 
Silks for richne.i 
of color, auperior 
fnith and wearing 
quaiitiea to be un¬ 
excelled by any 
make of Black 
Silk* in the world. 

We are manufac¬ 
turer. of Groa- 
grain*. Satin., Sa- 


How to Tike Measures for Patterns 


To Mraawre for a f.arfy'» 
/tnif>' or a.» (larmrnl 
rryalriaga Hot! Mroauro 
to bo tukon .—Pot the ffltw- 
ore amend the body. nrxm the 
drew, cloae under the anna, 
drawing it cioaely-not too tight 
To Mroaurr for a Lady’* 


In taHiv, mHxmrti. U i> to.rnatolat v Aa»or tk* port; tat 
•fond, btfort or bthiod 1*' party being meantred. If properly 
IhtfoUowvuj rule! for measuring trill entire KilU/oetory retail 

lb Mra.urr for a lloy’t Orvrcaf.-Wct-om about the 
worn over. 

To Mrmouro for Tro-trrt Pot the mraaorv around U 
drawing It dowly— not too tight. 

^foaurr for a Shirt :-Tor the at zr of the neck, m-a-ui 
It. allowing one fnch-thti*. If the exact wxe hr fourteen Incbcv. 
worda, give Uie eize of collar the ablrt U to be worn wirh. Foe U»e 


BEAUTY 


Wrinkle*. Blnrkheu.U, Pim¬ 
ple*. Freckles. Pitting*, Mo tvs and 
Superfluous Hair permanently re¬ 
moved. Flesh increased or reduced, 
t om|dexlons beautified. The Form 
developed ; Hair, Brows and Laahea 
colored and restored. Interesting 
Booltfscaicdl. 4*., with sample Ore- 
»olaI*owderlOe. M■•••-Velnro, 
414 W. 4 7 Ik St.. N. V. City. 


/ti sending money through the mail. security is best assured by using a Post- 
Office Order, Express Money-Order, a Bank Cheek or Draft or a Registered 
Letter. Address: 

THE BUTTERICIi PTBLISHING CO. unud]. 

7,9 and 11 Weat Thirteenth St.. Mew York. 







_ l HE DELINEATOR 

TO OUR CORRESPONDENTS. 


Parties Desiring Addresses Changed 

on our Subscription Books 

Subscribers to our Publication*, when notifying us of a chan* 
f Address, arc particularly requested lo give their full former add re* 


together with the new address. and *utc the month and year in 
which the subscription began. Thu: 

“Tun Bcrrrwca Ptmuaatxo Co. [Limited] : 

“ Mr.. John M*nm. fonnerij of SmlthriUr. Bullitt Co.. Kf , *bo*> 
Subscription to lh« Dvii'ium t**an with Jane. tWU. desire* her 
addrcM changed to Xanchoter. IX lawaie Co.. Iowa." 

po Parties Complaining of 

Non-Receipt of Magazines: 

To avoid delay and loo? correspon fence. a itiHwrfttr lo any 
of our Publications, not receiving the publication ny.iUriy, should 
name in the letter of complaint the mouth with which tiie'aubacrip- 
tion commenced. Our subscription li*U being kept by months in¬ 
stead of alphabetically, the need of the above information ia evident 
A convenient form for such a complaint is as follows:— 

"Tub BcrnuncK Pcbuhinu Co. (Unm| : 

•• Mr.. John Martin, of ftroilhrUJr. IWilliti Co,. Kv., has not re- 
eeivnl it* April an.I M»t uambrr. of Uw Diuii.ma. for which 
.he .abwHoed commrcclmt with ibe number of March. IS*. She 
know* of no iouuo for their noa-tvecipt." 

C p) Parties Ordering Patterns 

or Publications by Mail: 

In sending money to us or our agents through Ibe mail, use a 
poet-office order, express money-order, a honk check or draft, or 


This label is on Ihs But Ribbon Mads. 

For Sale in Leading Dry-Goods Stores. 


A NSW:s to C 


INDENTS, 


MBS. W. A.Combine white Bengalee 
with the white cashmere, mid triiu It with gold 
cord or passementerie. 

GfHSY liRJtKX AND IRENE t—The lady'* 
wishes are always given preference. It ia de¬ 
cidedly improper U> drive with a gentleman at 
night It i* neither necessary nor pmjcr to ask 
your oacort into tho house alter your return 
from a jmrtv or loll; neither is it good lb mi 
to invite a gentleman to visit you, unless bo 
lias expressed a desire to do so. Tan and drab 
Su&io or glace glove* are fluhioosbto. The 
mother and sister of die groom may kiss the 
bride if they wish. 

A Novice:—I t is impreiicr to appear In n 
wrapper or lounging gown in a hotel parlor or 
dining-room; and it is in equally poor taste to 
wear a neglige gown wiiile receiving visitors 
at home. A U-a-gowu is worn only in the 
afremoon by the hostess. Rub the hands with 
glveerino or olive oil ut night and wear old. 
looaa-fltdng kid gloves. Alter bathing tho hands 
in tlio morning iu warm water, dry them well 
with a soft towel and dust them with almond 
meal; use the meal after every washing. 

C. K.The residents of a town Invariably 
make advance* to new-comers, Tho wearing of 
rings on tho first and second lingers is no more 
than a fancy; it is not considered good form; 


- ' - £- c J registered letter. 

Should a post-office ordor acnl to us go astray in the mails, wo can readily obtain a duplicate 
hare and have It caihcd. An express money-order is nuaUy safe and often low ex|*u«ive. 

A registered loiter, being regularly numbered, can be easily traced to iu point of detention 
should It not reach us in ordinary course. To facilitate tracing a delayed regi.tered letter, the 
complaining eorres|»ondeni should obtain its number from the local |watm»*ier and send it to us. 

Hank droits or cheeks, being valuable only to those in whoec favor tliey are drawn, are 
reasonably certain of delivery. A postal-note, unless in a registered enrelope, is aa liable as 
other money lo loss in the malls. 

THE BUTTERICK PUBLISHING CO. rmmi, 

7. 0 and 11 We at Thirteenth Street. New York. 


and we have never heard any significance at¬ 
tached to it. 

Cakrik II.:—An article on riding, and pre¬ 
senting illustrations of riding garments, appeared 
In the August DeiJKEATOH, which will bo mailed 
to you on receipt of If* cents. 


We Leg leave to direct the attention of Manufacturers and Dealers 
handling Articles oe Household Use and Ornament, to the Delineator 
as a medium capable of bringing thf.ir goods prominently before the 
buying public. 

We Make and Can Prove the Following Claims: 

T>>« Delineator has the largest paid circulation of any fashion Magazine in the World. 

Ti.it Circulation it not forced a or temp-rrar y, hut constant and steadJy increasing The increase 
is due to Intrinsic Merit, bring acquired u ithout the aid of Commits***, Free Lists. Hub 
Kates or Sample Copies. 

The Delineator ts read Ay a /{vying Clientele, which regards the PuUicatton as .Standard, it being 
our aim and practice to exclude all matter the good taste of which is in any way open 
to question. 

Advertisers handling Artiles of Household Use or Ornament, who hare tested the Delineator, 
find that it pay> them t-ell lo continue their Adrert'sements in the Magazine. 

Consequently, it will PAY YOU to ADVERTISE in the Delineator. 

Our Advertising rate is $1.50 per aintie line, which is less than half a cent a line 
per thousand 00 pie*. This rate is lower, in comparison with returns, than the Hate for any 
other Monthly I’obHcttion of Reputation in the country. Tho only Discount we allow is Too 
per cent on yearly contract* Advertisements for the 'Delineator will not be accepted for 
loss space than 5 lines, onch insertion. 

GUARANTEED CIRCULATION FOR THE SEPTEMBER NUMBER. 340,000 COPIES. 

We ask you lo try the publication, addressing your communications to H. T. 
Montgomery, 7, D aud 11 West Thirteenth Street, New York. 

THE BUTTERICK PULISHINC CO. u-.ua;. 






THE DELINEATOR 


^EMPIRE 

WRINGER. 


EMPIRE 


WRINGS uBYrs.WK*BSLONOt» Mtt 

l-U.. 01.I, wrlnpf .b.' ><— *■* “*” 


NEW AND EXHAUSTIVE BOOK UPON THE 
SUBJECT OF PERSONAL 


Attainment and Preservation 

imngnr NoEffor 


IwwVn may oecomc spirit- 

Ml ©V/ like in her move- 

I l \\? ments - How? By 

^ - W \\ wearing the Alfred 

I >olge Felt Shoes 
or Slippers. They 
I are exactly right 

for the sick-room. Equally good 
for the servants, whose steps so 
often distract The mistress, also, 

finds them invaluable. Easy, com¬ 
fortable, durable. Ask for them, 
and be sure you get the genuine 
Alfred Dolge. Illustrated circu 
lars of the sole agents, i 

DANIEL GREEN 4 CO.,122 East 13th St.,N Y 

Answeur to OonaaroKDKN'Ts, 
(AnttNuA 

Ermri:—We do not advise your occept- 
inir a* escort ■ in*n with whom you ure hut 
slightly acquainted. 

0 * 1 L:—4’ointdne n darker shade of Tdvct 
with tho olive-green Henrietta. and make it by 
I«tt)-ra No. 3442, which in shown In the Scj>- 
umU-r DcuxkukTOB and costa In. 3d. or 40 ottiU. 

Twx. —Tho stone for Jauuarv in tlio gurnoli 
•nd Unit for August 1* U w sardonyx. A polite 
man lift* hi* hat ovory time he meet* a lady. 

Mtsa MAItr Bitowx :—Try rublring the fuco 
with vaseline at night ami bathing it with hot 
water in the morning. The fleah worm* mav Ik» 
removed hr pressing Uiem with a wntch-key, 
after which uro vaseline u> prevent inrtnnunu- 


>»oen spared 
he Jforf (W 
jrfrfc and MiabU Work erer 
offered to Those Who Desire 
to Be Bowutifu! in Mind. 
Jfanarr. ttalurt and Form. 
Defect* in either direction 
are philosophically and acion- 
uflcadly ducun»ed. In counec- 
Uon with suggestion* and 
remedie* concerning the 
name. Tho title lully ex- 
plain* the mission of the 


formation 


IJPw-fl K’ffl /«V. 

S' •I V 

I InL v ^ ^ 

Lt?Sp a 'VI ■/ ■' 

[ 8 Bt [ , y aati A. miJ ^ 

Ij'j ’ Ir rS*. • 

I ■WSj/il 

r^^if lj y*A7 'A \ p \&'* 

IRffl. \ _ / \ cSft. XE 

1. f J Jy/n\ 1 T / 1 _ VlaL ’\w 

Wffl f I 1 I" \ If . jl 

1^1 l.l’i/ f i .'m Jr k Ac ~ kSM pi 

'vgL/ f -ft \ o» t air 

w im ' / v '' 

m / \ ' \ 

# • i K > 

p'l-uUnly 

foregone concl union. 

■■ ~~ If the Book cannot be 

obtained from the nearest Agency for the sale of our goods, mall your order direct to us sending 
fund* by draff, check, post-office or express money-ordcr. or by registered ieUer. 

-THE BUTTERICK PUBLISHING CO. [Limited], 

7, 0 and /1 I Test Thirteenth Street, Nett' York. 


Topsy:—R efer to figure No. 3831. in tho Sop- 
temlier magarjne for the liridal costume, which 
wa# cut liy jBitu*rTi No. 3405, price Is. Hd. or 40 
cents. »fringe i-lossom* are not mix cl with fo¬ 
liage. Tlie veil ehould extend to the ivigo of 
Uie ure.s*. Tlie lcw-cut bodice will he pretty. 


MouMUctaire Sutkle gloves are better lorr.t thuu 


SIR WAliTER SCOTT’S 

WAVERLEY NOVELS 

25 Novels in All—Complete in 12 Volumes. 

_ „ -6,000 PACES.- 


EXCELLS ALLOTHERS FOR 


Beauty, Brilliancy, 
Safety & Economy 


Gives a St**ov WiiirB 
Light. 

SorsKioa ih WoKKMANsmr 
*nd Finish, 

Prirra Lower than ant 
onus* L iur of equal merit. 
Several attractive siyla. 
fST Al* ,»mr dnUr/sr it. 
I ak* no Other. 

THE PLUME 4 ATWOOD BFG.Cfl. 

New York. Chicago. Bottom. 


IB VOLUMES. 5,000 PACES. 

yi * y / .. If ron haw y* •**** P*^gw Jtmr rtw.ti.* t» B e wtUm 

/ 1 ^/ 7 ,//ISf al.»i( yon TciirfrN-nty V«<«n rv>v>>» Itrm ail In > ■' rtarwi.r-. 

' rtSCtC' 1 -* J KdnH t. hum*- -Irk and Uwrr » me form ot komw 

»hirh hr haaB»« m*m »« irdlvKIoaiiiT. b«>| larkesi bya 1 «»«»«*. ikh iot* 
but often- The li-lljM .rill hr a | wa ., fnrli.ua airh rml:ng will dmb), new berutlrw No lUwj >• ruapute 
tf It does not contain thr work* of Kith Sc.lt and tHcfcrn*. There two aeta .-.f booki are printed on rood paper 
with clear t»P«>. nraf Miwtlnv, ttreSiTw and alnat | Wire« in each We oiler either ret «Je Cered foroolj 

a»W«fc l 5 WOBLD MAOTT’C- CO., 122 Nassau St.. New York. 










THE DELINEATOR 


FACIALBLEMISHES 


<S^ILL 


the World for the treatment of 
Ki Hair m<iSc*;t..E<’Xrn.u Kofcf. 
Ml Vi if»j, hu r -rr!fa> up Hair K-r.h- 
IffiPi m *ri k M ot.V > rc rk:«# Una* 
r ®atle* Ke«? Note. P.id VtiliM'/y 
P^>kia. Acne. Rim; let. B:ack- 
>%l»ea«U. RarterVIirh icrrf fit* 
fcftinn Powder karku Bleach, 
■f Id if. facial I>*vel;tnim(. Hoi- 
< low or Sunken Ch eeks ate, 

i oaaultatlon *i'e • ! (»fl •* 


YOU 






Th* M«nafMtarrr« »L 
ot l£t« world UmH 1 -V >> 

♦ CORNISH + 

MORGANS and PIANOS 


CORNISH JL CO. 

4 ivtk. A CIIAKM 
WDt&L D U*r*i~4 1m t 


e ©rt»y let- I 
y ter. 1 tNr airo book on all akin and * 
•ralp affections and their treatment 
lent aealed to any addreaeon receipt of » 

lOrta. JOHN If. WIHHIIU KV, 

# m W.4td Me., Kcw York Cits*• 


tVOOimrRT N PACVAle MOAr for the 
Kkla and Hcnli*, at or by mail AO mi/f. 


A W ONDERFUL O FFER ! 


Ityn. 


oariTALMMi 

iay Monthly Installment*. An r « perl* nee In Onrwn Uildlorol 
npla capital,euablea ua to make better t*rm« Uuo any «la* 
tm>t1n* otfi-n made that art t« ever earn**! out b> lrrr*pon-ti 

4 lUIUkle i OKNhll o If II AN AND 1*1 A Ml COM TAN Y 
• refer to the Meet National l<mik In our city, where wed 


«l sample 








Mr*. K. C. C.:—The okirt of your silk dress 
| may be uiM'l wry well without draperies, and 
U»e xoti may b»* covered with black «ilk>|iw*o- 
I tnenu-rie. Wo can reoxnincnd nothing lor rc* 
! movinjt the enuw from Milk j submit it to n 
I professional scourer. M.tke up the grenadlno 
I over lining, ibc midp color. Your letter came too 
I late to lie MUMvctvd in an earlier issue, 

S. M. A. .—The traiwlation is - Your most 
e*treiu<«d friend." 


A USEFUL HOUSEHOLD WORK. 

"THE PERFECT ART OF 

Canning and Preserving” 

PRICE, 15 CENTS. * 

A Convenient and Handsome 1 6-Page 
Pamphlet fully explanatory of 
Canning and Preserving. 


All Matters of Household Economy; 

and the Important Subject of the Work is 
so Intelligently Handled that the Oldest 
as well as the Least Experienced of 
Housekeepers will be benefited by its peru¬ 
sal. The Book contains full instructions re¬ 
garding 

JAMS, MARMALADES, JELLIES, 

PRESERVES, CANNING, PICKLING, 
CATSUPS, RELISHES, 

Besides many Hints and Suggestions as to Selecting Fruit, the Easiest and 
Quickest Methods of doing Good Work. etc., etc. 

The Price of “The Perfect Art of Canning anu Preserving" is only 
15 Cents, on receipt of which it will be mailed, postpaid, to any Address 
in the United States, Canada or Mexico. 

THE BUTTERICE PUBLISHING CO. ra—-. 

7. 9 »ud 11 Wert Thirteenth Street. New York. 


AND 

Are ootnmumculcd !o the rooulL by 

SOZODONT, 

which renders ihe Teeth pearly white, tho Gum- 
rosy, and the Breath sweet. By those who lUive 
used it. it is regarded ns an indispensable adjunct 
to tLe toilet. It thoroughly removes tartar from 
the teeth without injuring the enamel 

SOLD BY DRUGGISTS 
AND FANCY-GOODS DEALERS. 









castle Braid 


liirema 


SUPERIOR 

QUALITY, 

MODERN 

P 


- * Ll 

^*r»N°s 

P ,r FULtV 
VVSRRANTCD 

C» ,A r‘.V."' s 


OUR IS 

descriptions of the Uttat and t 

Cloaks, ClothlD - ' 

nishtag Good*. 

Art Goods, etc,, etc 
ber lt)th. and 


K - Ulinery. 8bo~Cnd*rw«r. Fat 
Goods. Hou-vKarnlshlag Goods 
, etc., will be r*«dr »boat beptotn 

... __win bo doiw r-nnr 

FREE to nny addr**<e oatttdo R— tmj t=* f = 
of the city upon application. 3 l\UU 

Bloomingdale Bros., 

Importers, Manufacturers & Retailers 
Third Ave., cor . 59th Street, 
New York City. 

Send your application* now. 


TRACING WHEELS HASH: 


iMua« «iia 

“Ollt 1111) (HKAW 


F*MTZ5?SW¥fc 

/U. li~i foe 


/r.iuvwi. .... _ 

cVU.tUBlUUilInnllilt Wralao 

m»|r thi only ymrttrai mai*In 4 

fitrenryUsto n»« t-y hand ,»wer. 
» or clivuUr*. »iWn". 

KAY JtltJ.fo. Elyria. O. 


BEAUTY 






















































Ladle.- Sailor Blouae 
(Copyrights 13 -Ur*. 

B«i*l mtneurw, 3* to 
«o Inchc*. Any »l»c. 
la. 3d. or 80 cent*. 


prUU for Omir.f i 

> lo *6 lochc. 
-. 1*. 3d. or *> oenu. 


lullin' Iloi-riai'.isl 
Sanquo (Norfolk Jacket 
11 air.-*. final niwm 
Inehaa. Anyaiw 
U. 3d. or 30 cent#. 


3214 3214 

Ladlr*’ Shirt lllimac. 
rlth Yoke i<*o|ayr»K*it»: 
3 •!*.-. Huai inciwurva 

as lo 4fl III*. Any »l*c, 
1». 3d urhOcaola. 


3374 3374 

Udica' Habit Shirt 

ssrssuMs 

M Inrnca. AnyaUc, 
la. !W. or »J cent*. 


3368 3368 

Mia#.-. 1 Sailor BlooaO 
(Cowrldui: 

AgM, 8 to 1C year*. 
Any •!**,!». or 


!»•#«•• Garibaldi 
BfOO-t: S »l*c«. 

K «, S lo 15 year*, 
ny »lac. I#, or 


IaiHm’ Shirt-Wai« 
iCojiyrlirli!): 13-lrwi. 
Boat men... *N to 40 iochrt. 
Any ilac. la. Sd. or 30 C#nU 
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874 2874 

2634 2634 

Boy»* Shin-Wairt 
"opyrieht i: 10 •irrr. 
Atr*. 3 lo I* w*. 

Bora- Hloojc WaWt. with S.ijv 
poatlnff Yodcr-tS al-i if Jr Wear 
with Knta orTrooacr.1 (Copy- 





































The Agent-s named in the following list are supposed to carry & stock of the different 
styles and sires, and purchasers who patronize them will be as well served as if they ordered 
direct from the factory. Should they not base what you want insist upon their send¬ 
ing for it. 

MuwhuwlU. 

Boston - . C. F. Ilovoy A Co. 

•• . . R. II. Stearns A Co. 

- . Junian. Marsh * Co. 

- ... John G. Font. 

•• Isaac I>. Allen a Co. 


Mrs. R. T. HotchklM 
. . L. Stein A Son 

* . . E. Dunn 
. K. K. Livermore 


EQUIPOISE WAIST 


T..i«eka . Stevenson a lv«khan». 
Wichita . Chapman A Walker. 

1 Miscellaneous. 

AUanta.:Ga. Mrs. H.A^MrLHUn.^ 

Baltimore. Md.. . K. l‘ofa| * Co! 

Black Rlrer Falls. Wls. 

Junes Lumber * Merrantlle Co. 
Burllnclon. VI. . 1.) man a Allen. 
Chattanooga, Trim. 

I>. B. Loveman A Co. 
Colorado Sennas, Col. 

Mrs. A. B. Hr Mina. 
Denver. Col. Mrs. W. Lamll, 

m>l MUi St. 

Kau Claire. Wta. Thro. Hoffman. 
Helena. Itont. . . F. II. I'uwlrs. 

Indianapolis, lod. L. » Ayres A Co. 


Dunn. Taft A Co. 
Chaa. C. Snvucr. 
. . >Kuarl Rrua. 

O. M. McUvey A Co. 

. W ?‘ W.K. Taylor. 
K. J * mvt*. 


Yumitfttown 


lt4-«t ('up»rt KuUstiluIr || 
rorlil. Ill«h s*rk *nc! Lot 
l tariff Waltt and Me4ltiti 
it; wlfh Hon*, and with 
Hamm i WhIU, Tan am 


UlutlraM Calaloffuc mailed 
free to any ad.lree. by the 
manufacturer*. 

GEO. FSOST & CO., 

31 Bedford 8t. • - Beaton, Kau. 


rrovWrnre 


CORSETS, 
-v WAISTS 


IF YOU WANT 

A PIANO 




a&r 1 1 W Write us. mentioning this magazuo, and we wli "*A» 

will mail 92-page Catalogue free, giving valuable information. We make it easy 
to deal with us wherever you live. Prices most reasonable for strictly first- 
class Pianos. Easy Payments everywhere. Old Pianos taken in exchange 
though you live 1,000 miles away. We guarantee satisfaction, or Piano to come 
back at our expense for railway freights both ways. 

IVERS & POND PIANO COMPANY, 

183-186 Tremont Street, Boston, Mass. 


iH nd for 
Catalogue f, 
and / 
Prior LfotA. < 


AGENTS 

WANTED. 


|»KI>AKTE CORSKT CO„ 
14* Wort 23d Street. New York. 
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THE DELINEATOR. 


MOTHERS u 


IT EVAPORATION 


AIDS OlOESTJON. 

cowccTSAnwTr. 

PilWlfinu BiOQD. 

NATURE?OWN 


■**■» latrrlsli itr.. l k.«l 
OCOT for llnilib. 
otOl („ m forf. 

Wear »nd FlnUh. 
Rial Buckle it flip for 
II— Support*™, 
fa!«* firtonod Button* 


* ^^NPELsoScoTsm AttM TS 


Offire.6 Barclay St. 

wnm. „ r 

Buy the Genuine Imported 


rent their aliment* 
rondltl m Ilmoheec 
•baddinRfMUbm i 
Ua Hnlil (>y ell dnur 


PIANOS 

$150 t> $1500 


Illustrates the same high standard of excellence which has always characterized 
the MASON & HAMLIN ORGANS, and won for them the Highest Awards 
at ALL GREAT WORLD’S EXHIBITIONS since and including that of Paris, 1867 . 

Organ and Piano Catalogues sent free to any art dress. 

SOLO ON EASY TERMS, AND RENTED. 


They Lead the World 1 


BOSTON, MASON 4 HAMLIN HALL, 154 & 155 Tremont Street. 

NEW YORK. 158 Fifth Avenue. CHICAGO, 149 Wabash Avenue 








































DELINEATOR 


—is— 


A Monthly Magazine of Fashion Culture and Fine Arts. 

Each issue contains illustrations and descriptions of Current and Incoming 
Styles for Ladies, Misses and Children, articles on the newest Dress Fabrics and 
Novelties in Trimmings, and representations of the latest ideas in Millinery, Lingerie and 
Fancy-Work. 

In addition there arc papers by practical writers on the Household and its 
proper maintenance, and a selection of entertaining and instructive reading on the 
Elegancies of Life. 

Send Fifteen Cents for a Sample Copy, and you will find one number to 
be worth the Subscription Price. 

TERMS FOR THIS PUBLICATION: -Subscription Price. $1.00 per Year. Single 
Copies, 15 Cents. 

THE FIRST EDITION OF THIS NUMBER OF THE 
DELINEATOR WAS 340,000 COPIES. 

Parties nubscribinp are requested to particularly specify the number with which they wish the Subscription 
to commence. Subscriptions will not be received for a shorter term than one year, ami arc always payable in advance. 

We bare no Club Rates, and no Commission! are allowed to any one on Subscriptions sent us. 

The Postape on the DbliKiator is prepaid by the Publishers to any part of iho United Stales, Canada or Mexico. 

RATES OF POSTAGE TO FOREIGN COUNTRIES |— When the Dkljxxator ia to be sent to any of 

the following Countries, 40 Cents for Extra Postage must accompany tho Subscription Price of the Magazine:—Africa 
(British Colonies on 'Vest Coast), Abyssinia, Argentine Republic, Asia, Austria, Azores Bahamas, Barbadoos, Belgium, Ber¬ 
mudas, Bolivia, Brazil. British Guiana. British Honduras Cape Verde, Ceylon. Chili, China (via Hong Kong or San Francisco), 
Columbia (U. S. of), Costa Rica, Cuba, Cura<;oa, Egypt, France, Germany, Gold Coast, Great Britain, Guatemala, Hawaiian 
Kingdom, Hayti, India, Ireland, Italy. Jamaica, Japan, Madagascar (St Mary and Taroatave only), Martinique, Mauritius, 
Nassau (New Providence), New Caledonia, Nicaraugun, Panama, Paraguay, Perea, Peru, Porto Rico, Russia, 
San Domingo. Servia, Siam, Sierra Leone, Singapore, Spain, Sweden, Switzerland. Trinidad, Turkey, Uruguay, 
Venezuela and Zanzibar. 

For the following Countries the Extra Rate to be prepaid with each Sul«scription is appended:—Australia. 
Fiji Island?. New South "'ales ami New Zealand, 24 ceuts each; Accra. West Coast of Africa (except British Colonic-), 
CnjH* Colony (South Africa), Natal (British Mail) and Orange Free Slate. $1.00 each: Transvaal, and Madagascar (except 
St Mary and Tamnt.nve), $1.32 each. 

NOTE THIS OFFERl— To any one sending us $i.oo for a Subscription to the 
Delineator, with to cents additional to prepay transportation charges, we will also for¬ 
ward a copy of the Metropolitan Catalogue of the current edition, until the same 
shall be exhausted. If the current edition is exhausted at the time we receive the Subscrip¬ 
tion, we will send a copy of the succeeding number immediately upon its publication. This 
Premium is only allowed when ordered at the same time with the Subscription, and is sub¬ 
ject to the above transportation charge if ordered to be delivered at any point outside our 
office. See Advertisement of the Metropolitan Catalogue elsewhere in this issue. 


Address 


TIE BBTTERICK PUBLISHING- CO. [limited], 


7, O and tl Weft Thirteenth Street , »ic York. 
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